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SVETLANA = JOMNSON - NEC =| 


CATALOG 96-6 


RECEIVING AND SPECIAL PURPOSE TUBES 


Receiving Receiving Net | Receiving Net | Receiving Net | Receiving Net 
OA2/0A2WA 6BF5 ‘ 6HF8 4.95 12AU6 3.95 50L6GT - 6.35 
OA3/VR75 6BHE : 6HG5 4.95 | 12AU7 - 5.70 | 80 US 11.95 
0B2 6BJ6 6HG8/ECF86 4.45 | 12AV6 = 4.15 | 83 - 19.00 
OB2WA : BBK4 ; 6HS5 7.50 | 12AV7 JAN GE 5.35 | EL34 - See 6CA7 
OB3/VR90 : 6BK7 ‘ 6HS6 7.95 12AX7 Jolida/Penta 4.95 EM34/6CD7 (Magic Eye) 42.95 


0c2 60 | 6BL8/6LN8 BHV5A 7.50 eotae fa Pe A - a 
OC3IVR105 95 | 6BM8 45 | 6J4WA/8532 2.95 TO AX7W Call ; 
0D3/VR150 BBN6/GKS6 6J5 4.95 Special Purpose Net 

12B4A 445 | d01¢ iz $45.00 
OE3/VR9O : 6BNS - 6J6WA 2.95 | joBn6 4.45 | 4 9 
0G3/85A2 : 6BOS/EL84 ECG 6J7 4.95 | 12BE6 4.95 Mba 2k e Pei: 
024 6BO5 EU 6J10/6Z10 6.00 | 12BF11 6.30 | gi zai : 5 95 
1A3 6BO6GTB A. 6JBGA-MP GE (Drake) 57.90 | 12BH7 15.95 | cvaiiig> “Svea ae 
1AD4 50 | 6Ba7A a 65 | 6JB6A-M/3 GE (Drake) 86.85 | 12BQ6GA/GTA 2-95 | SV8it-10-MP Svet (audio) 79.90 
1AX2 6BX7GT - 6JC5 4.70 | 12BR? oa Bn Manic E 9.95 
1AY2A 00 | 6By5 . 95 | 6JD5 4.290 | 128W4 * 4.35 ee 

12BY7A RCAIGE/Raytheon/ECG14.95 | 5C22 199.50 
1G3GTA 60 | 6826 : 24) NERBLOG 4739 | 12BY7A Matsushita 22.95 | 5636 6.95 
1LNS 6C4 2 6JG6* Call 


12BZ6 u 11.95 | 5639 8.00 
1R5 : 6CA7/EL34 Svetlana 6JH6/6BZ6 4.95 12B27 ih 295 | 5651/0G3 495 


1T4 : 6CA7/EL34-MP Svetlana 6JH8 ; 12013 i 2.809 | 5654W/6AKSW 2.95 
1U5 ‘ 6CA7/EL34 CHINA ; 6JM6 d 12EK6/12DZ6/12EA6  - 2. 5672 3.95 
1V2 ; 6CB6 - : 6JN6 d 12EZ6]12EA6 = : 5675 39.95 
1X2 6CD6 6JN8/6EB6 12GE5 ¥ 5676 6.35 
2051 6CD7/EM34 6JU6 12H6 i ; 5678 3.95 
2X2A 6CG3 BJWS/ECF802 - 12JB6 SEL GE E 5686 7.95 
3A3C 6CGBA 6JZ8 & 12JT6 5687 10.00 
3AT2A : 6CH3 ‘ 6K4 CS 12MD8 i 5687WB 8.95 
3B4 00 | 6Cu3 50 | 6KD6 SEL  GEIECG ; 12SA7 5691 

3BW2 10 | 6cl3 E 95 | 12SA7GT 35 | 9696 3.95 
3CZ3A 60 | 6cL6 : 65 | 12SK7 ; at a 
30218 - 34.95 | 6CM3/6DN3 Raytheon 12807 ha . 


; 57 18/A/EC70 6.95 
3DB3 6CN7 ; ¥ 12SQ76T 5.85 IAI 


5719 11.95 
30C3 : 6CW4 f - ale ae 5722 9.95 
3DF3 ; 6CX8 - : 6LE6WGB/5881 Sylvania : 13DE7 5.95 5725W/6AS6W 3.75 


3DJ3 : 6CZ5 é 6LEWGB SELMatched Pair 4 1310 5.95 | 5725/6AS6 2.95 


304 6DC6 6LEGC RFP (China) 15BD11A 4.75 | 5726/6AL5W 2.25 
3V4/DL94 = 6DE7 6LEGC-MP Matched Pair (") 16.95 | jeyven 3.35 | 5727/2021 2.85 


5AR4 RCAJECGISYL 95 | 6DG6GT/6W6GT 65 | 5LJ8 by 4.50 | tome 6.00 | 5744W 10.95 
SJW8 - 6DJ8 : SLNE ¥ 3.80 a 1 550 5749/6BA6W 4.95 
5R4GB GEIRCAJECGISYL 6.95 | ‘6DK3I6DL3 aee see es 1783 430 | 5750/6BE6W 3.25 
5U4G SOVTEK 95 | 6DK6 ay 17073 3.80 | 5751 9.95 


SU4GBISAS4A GEIRCA 60 | 6013 BOs eee sip | 170W4A 3.30 | 5763 9.95 
5U4WG . 6DN3 6MJ8 409 | 17928 6.00 | 5784WA 4.65 
: 19CG3 = 4.00 | 5787 10.95 
hon 95 | 6DNG 95 | gsesgr 3.50 
E 21GY5 Re 400 | 9814/12AU7A 3.95 
a13Gh 80} 6005 60 | gsg7y 4.50 5e00 en 
6AB4 : 6DO6/6GWE ; 8SJ7 4.35 21JS6A/23JS6A* - Call : 


21JS6A/23JS6A Matched Pair Call | 9832 
paeeey ; coh ; 6SK7 4.65 21JZ6 = 5.60 | 9840/6225 9.95 
6AC7 6DS4 6SL7GT ECG 6.95 


5 21LG6 eS _ 6.25 | 9840W-STR41 - 8.70 
cl elt pe ke che 6.95 | 52JU8 Z 6.00 | 5842WAI417A Raytheon 5.95 


a eats eee 
6AHG 00 | 6&5 ‘95 | GUBAIGKDG GEMWestinghouse 5.35 | 22/S6C  ECGISYLIZenith Call | 28672 ee 
BAH 95 | GEAB 95 | v3 = An here fa ate ae 
BAJ5 BEBS/6GN8 6V6GT GEIRCAIRAY 11.95 | 21028 aa 5881 see 6LEWGC 
BAKS 40 | 6EC4 79 | 6veGT Sovtek “A Wea vey | 5896 6.95 
BAK6 6EHS ; 6V6GTA/S992 —- 11.95 | ; 5899 8.50 


25063 5.80 
BAL3 95 | GEH7/EFI83 Lae Rien * ce o5CK3 79 | 5902 6.95 
pie: =A gentle as 6X4 _—GEIRCAVRaytheon 4.95 | 2°OK3 280 | 50N ie 
6AM4 95 | GEV7 AS’ | veer ¢ 5 as | 25HXS 5.25 | 9907 
BAN4 95 | 6EW6 25JZ8 6.80 | S915/6BE6 4.95 


6ANSWA 6FHS DECAA eee 29KQ6 8.50 | 5963/12AU7A 4.95 
BANBA 95 | 6FO7/6CG7 10 | 787 435 | 30AE3 4.90 | 5964 2.95 


70 
6AQ5 : 6FM7 30JZ6 - 11.50 | 5965/12AV7 6 
6AQ6 95 | 6GE5 ee ye 30KD6 GEIRCAIECG + 49.95 | 9977 8.00 


] 
BASS 75 | GE 30KD6 SELSYL Green Band 39.95 | 5980 Call 


J : 10JAS 5.50 5992/6V6GTA 11.95 
GATE 85 | 6GH8A —-GEIRCAIECG +~=—-3.75 | 10JT8 Pend (Peatlaeh : Mee lbenccigAneW 4.95 


BAUSGT 95 | 6GJ5 = 85 | 10210 640 | Samoa bee cpatiee 70.00 
BAUG/GBAU6WC 95 | 6GJ7/EFC801 = - 80 | 117N7GT S605) creer aso | 6021 6.60 
6AU8 : 6GK6 GE/RCAJECG A Diet ye 35W4 3.95 | 6028/4080 2.95 
BAVE 35 | 6GM5 73 | 3576 35 | 6072/A 12.45 
BAWS 95 | 66T5 : eas oe ecb 6080 —_SYLIGE/Raytheon (#) 12.45 
6AX4GTB 95 | sGwe/6D06 El Meee soy | 38HK7 ‘19 | 6087/5Y3WGTB HiRel 11.95 
BAXSGT 6GWSI/ECL86 ; 9) AOKGEA 6111 2) 2 ees 


6AZ8 45 | 6GX6/6GY6 Pear r oe 42EC4 60 | *-Supply Limited 
6BA6 } 6HA5 ’ 12877 Jolida/Penta 5.35 50A1 : MP-Select Grade Matched Pair 
6BC7 : 6HE ¥ g.95 | 0005 ; SEL-Select Grade, available as matched. 


| 12AT7WA be thes 
6BE6 80 | GHF5 SEL GEMatched Pair Call | y>ar7we z 1795 | S0GY7 20 | EU-EuropelHigh Quality 


QUANTITY PRICING AVAILABLE 2 PRICE AND AVAILABILITY SUBJECT TO CHANGE 


CATALOG 96-6 


RF PARTS BRAND PREMIUM GRADE POWER TUBES 
100% POWER TESTED 2 YEAR LIMITED WARRANTY « BEST VALUE 


572B RFPI Ssramicaase 811A RFP/ soit : Coencee, =—=—- 3-500ZG/ Sing 
MATCHED SET/2 ... $119.90 MATCHED SET/2.......... $34.90 .. $39.90 SPECIAL PRICE... $119.95 
: MATCHED SET/3... $179.85 — MATCHED SET/3 ESS $52.35 ». $59.85 MATCHED SET/2 ...... $249.90 
MATCHED SET/4... $239.80 MATCHED SET/4.......... $69.80 $7880 | aroer matched sets avallabie. 


Our RFP Brand 811A & 572B tubes will operate in Horizontal or Vertical positions. 


4-400C EIMAC 6146B GE 
SPECIAL PRICE.......... $179.95 MATCHED SET/2 ......... $64.80 
(List Price .... $220.00) MATCHED SETI ......... $97.20 


4-400G/CG Biapnite 6146W ECG/Philips 
SPECIAL PRICE.......... $119.95 te ode > Panam’ | x : ) = me SPECIAL PRICE........... $19.95 
MATCHED SET/2 ....... $249.90 ' ‘leod Eau : ae" & 3 Taine od WATCHED SET/222... 


pede $67.20 


4 
3-500Z EIMAC 3-500ZG EMAG. 3-500ZG AMPEREX 572B [AYtor 
SPECIAL PRICE......... $148.80 SPECIAL PRICE......... $159.90 SPECIAL PRICE.......... $154.95 SPECIAL PRICE ........... $42.95 
MATCHED SE77/2 ....... $318.80 (List Price .... $209.95) Marked 3-500Z * (List Price $199.95) (List Price ...... $59.95) 


# =JAN Surplus Svet=Svetlana © RFP=RF Parts Co. © L=Tube with Wire Leads © MP=Matched Pair M/3=Matched Set of 3 © M/4=Matched Set of 4 


Special Purpose Net | Special Purpose Net | Special Purpose Net | Transmitting & Special Net Transmitting & Special Net 


6112 - L 7.95 7199 US 24.00 8F76R Jolida Call 6146W Sylvania/ECG-Philips 19.95 3CX2500F3 Eimac/Svetlana Call 
6130 - 55.00 7308/E188CC = - 10.95 9M72/M515 ~—Jolida Call 6146W-MP Select Pair 44.95 3CX2500H3 ~— Eimac Call 
6136/6AUBWA  - 3.95 7360 RCA 28.80 572B Jolida/Pride/Penta/Taylor 42.95 6155 ~ 159.05 3CX3000A7 = Eimac 749.95 
6159W GE 15.95 7551 - 7.95 572B-MP Taylor (China) 99.95 6360 - 13.95 3CX3000A7 Svetlana 640.00 
6173 - 25.00 7543 ~ 4.95 572B Svetlana Reg.375 60.00 6883B/8032A/8552 GE/RCA 24.95 3CX3000F7 Svetlana Reg. $700 660.00 
6179 - : 7558 GE/ECG/RCA 6.95 572B-MP RFP/Svetlana 119.90 7092/6750 Jolida Call 3CX6000A7/YU148 imac Call 
6186/6AG5WA = - 5.45 7581A/KT66 GE/ECG 25.95 | 572B-M/3 RFP-Svetlana 179.85 7094 Cetron # 169.95 3CX10000A3 Svetlana Reg. $1700 Call 
6189W/12AU7WA - 5.70 7686 - Call 572B-M/4 RFP/Svetlana 239.80 7094 RCA 189.95 3CX10000A7 ~— Eimac Call 
6197/6CL6 - 6.25 7729/12AX7WA - 11.95 805 - Call 7289/3CX100A5 GE/Eimac Call 3CX10000H3 Svet Reg. $1720 Call 
6028/408A - 2.95 7788/E810F - 29.95 807 Penta/Jolida 12.95 7377 Philips Amperex # 68.80 3CX15000A3 Svet Reg. $1800 Call 
6201/12AT7WA - 7.00 7868 - 31.85 807 RCA Matched Pair # 24.95 7580W/4CX250R Eimac Call 3CX15000A7 Svet Reg.$2000 Call 
6202/6X4WA - 3.60 7895 - 9.20 807W Sylvania Matched Pair # 39.95 7984 ~ 19.95 3CX15000H3 Svet Reg.$1810 Call 
6205 - 3.60 7895-STR405 = - 9.20 | 810 RFP 89.50 8000 Call 4X150A/7034 Svetlana 99.00 
6216 - 5.95 8077 - 4.75 811A REP/Svcvtama—Black 15.95 8032A See 6883B 4CS250R Eimac Call 
6264A - , 8106 GE 14.95 Matched Pair 34.90 8072 RCA/Burle Call 4CX250B/7203 Svet Reg. $105 99.95 
6293 - 20.00 8156 - 20.00 Matched Set-3 52.35 8122 RCA Call 4CX250B/7203 Eimac 119.95 
6322/E188CC = - 10.95 8334 - 2.95 Matched Quad 69.80 8295/PL172  Eimac # Call 4CX250B Eimac  # 70.00 
6322 - 75.00 8348 - : 811A RFP/Svetlana—Ceramic 20.00 8552 See 6883B 4CX250B Pullouts 40.00 
6336B ~ 53.00 8417 GE 40.00 Matched Pair 39.90 8560AS Eimac Special Call 4CX250BC/8957 Svet Reg.$105 99.95 
6350 - 3.85 8532/6J4WA - 5.45 Matched Set-3 59.85 8560AS Svetlana 105.00 4CX250BC/8957 Eimac 134.95 
6386 - Call 8613 - 5 Matched Quad 79.80 8561/4CX300Y - # Call A4CX250BT/Y497 Svet Reg. $120 105.00 
6397 - L 6.95 8975 - Call 811A Jolida/Penta 13.95 8643 Amperex 119.70 4CX250FG Eimac # Call 
6414 - 5.45 9002 - 4.80 811A SELRCA Matched Pair #59.90 8873 Eimac 399.95 4CX250K/8245 Eimac # Call 
6463 - 3.95 9003 ECG 4.80 811A SELRCA Matched Set-3 89.85 8874 See 3CX400A7 4CX250R/7580 Svet Reg. $125 112.70 
6486 - : 9006 - 3.35 811A SELRCA Matched Set-4119.80 8875 Eimac 399.95 4CX250R/7580 Eimac # 140.00 
6501 - : segs : 812A Penta 23.95 8930 Eimac Call 4CX300A Eimac # 79.95 
6550 — Jolida Matched Pair 27.50 Transmitting & Special Net 812A Penta Matched Pair 52.95 | 8930 Penta Call | 4CX350A EimaclAmperex # Call 
6550A  GEMatched Pair 89.95 JL328/TH328  Jolida Call 812A GE Matched Pair # 89.95 3-500Z Eimac 139.95 4CX350A/8321 Svet Reg. $135 122.50 
SV6550C-MP Svetlana 74.40 JL347/TH347 — Jolida Call 813 RFP 37.95 3-5002G Eimac WEW! 159.90 4CX350AC Svet Reg. $135 122.50 
6590 - L : JL5020/M5020  Jolida Call 813 RCA/Westinghouse (pullouts) 35.00 3-1000Z Eimac Call 4CX350F - Call 
6662/6BJ6 - 2.95 QKK753 Raytheon 60.00 815 # 12.00 4-650 Eimac # 88.50 4CX400A Svetlana 137.20 
6678/6U8A - 4.95 RL4656 is See 8072 826 - Surp. 29.95 4-125A Eimac # 99.95 4CX500A Eimac Call 
6679/12AT7 ~ 5.95 YU147 sean Call 829B/3E21 # 14.00 4-250A GE/Penta/Eimac # 109.95 4CX800A Svetlana 176.40 
6680/12AU7As - 4.95 YU148 Eagan Call 832A # 6.40 4-400A — Eimac (pull-outs) 95.00 4CX1000A/8168  Eimac Call 
6681/12AX7A = - 12.60 1625 SEL “ 15.00 833A Svetlana 99.50 4.400C Eimac (longlife) 179.95 4CX1000A3 Svetlana 1529.00 
6688/E180F - 7.95 2C40/A r 36.00 833A RFP (China) 79.95 4-400G/CG RFP (Graphite) 119.95 4CX1500A Eimac Call 
6688/6BJ6 ~ 8.95 2052 i 17.20 833A RFP/Svetlana Reg. $150 109.00 4-400G/CG RFP Matched Pr. 249.90 4CX1500A Svet Reg. $725 Call 
6814 - L 3.00 E24 Pi 5.95 833C RFP Graphite (China) 92.00 4-1000A Eimac Call 4CX1500B/8660 Eimac 649.95 
6829/1 2AV7 - 10.50 7E26 f 575 833C RFP/Svetiana Reg. $185 109.50 5-500A Eimac Call 4CX1600B Svetlana 375.00 
6907 - 63.00 2J51 Raytheon Call 837 - 6.85 4PR60B/6338 Eimac Call 4CX3000A Eimac Call 
6922/E88CC - bk 8.65 2J55 Jolida Call 845 RFP 54.95 4PR400A Eimac (pull-outs) # 109.95 4CX3500A Svet Reg. $1250 Call 
6939 - 24.95 2J70B Nolida Call 866A (Mercury vapor type) 24.95 4PR1000A Eimac Call 4CX5000A ~—s Eimac # Call 
6973 Phillips 26.40 2K25 f 55.00 866AS Solid State 16.95 3CX100A5/7289 Eimac Call 4CX5000A Svet Reg.$1050 Call 
7025/12AX7A_ Hi Rel 16.95 3828 x 29.00 872A (Mercury vapor) Surp. Call 3CX400A7/8874 Eimac 369.95 4CX10000D Svet Reg.$1200 Call 
7054 - 4.75 4832 Pullout/Excellent 65.00 5867A Jolida/Amperex Call 3CX400U7 Eimac Call 4CX15000A Svet Reg.$1500 Call 
7056 ~ 6.00 4035A Jolida 96.50 5868 Jolida Call 3CX800A7 Eimac 339.95 4CX15000J Svet Reg. $1700 Call 
7057 - 5.95 4035A ITT 109.90 5894 § Amperex/Philips/GE 69.95 3CX1200A7 Eimac 459.90 5CX1500A Eimac Call 
7061 - 4.75 4032 Raytheon 65.00 6146A - 16.50 3€X120007/YU121 Eimac 489.50 sf Svet Reg. $765 681.00 
7119/E182CC = - 14.95 4032 [OA HOUE Pullouts 38.00 6146B Jolida 14.95 3CX1200Z7 ~— Eimac 499.00 5CX1500B Eimac Call 
7193/2022 JAN 6.95 JF7IRA Jolida Call 6146B-MP Jolida 34.95 3CX1500A7/8877 Eimac 639.95 ; Svet Reg.$765 681.00 
7199 Sovtek 14.95 6T50 Jolida see 7092 6146B-MP GE Select Pair 64.80 3CX2500A3 Svetlana Reg. $635 Call 


QUANTITY PRICING AVAILABLE 3 PRICE AND AVAILABILITY SUBJECT TO CHANGE 


TRANSMITTING TUBE 
SOCKETS 
CHIMNEYS, PLATE CAPS 


TUBE SOCKETS 

Svetlana socket. Special 4CX800A Reg. $65 $59.95 

Ceramic socket. 4CX250B, etc. No Screen Bypass 10.00 

Svetlana socket. 4CX1600B Reg. $150.00 135.00 

4 Pin ceramic 811A/812A/572B/866A 

5 Pin ceramic 807 

7 Pin molded miniature 

7 Pin ceramic 813 

8 pin ceramic std. octal/6L6/6146B/8908 

9 pin Novar type/chassis mount flange. 

12 pin Novar type/chassis mount flange. 

Ceramic Socket for 833A & 833C. 

3CX3000A7-Complete socket/grid ring/chimney. 

Socket, Bypassed wiChimney 8295/PL172 165.00 

Jumbo 4-pin Twist Lock 810,845, etc. 16.95 

Eimac Air Socket widoor knob bypass. 4CX5000A 395.00 

Eimac Air Cooling type 3CX1200A7/3-500Z 59.95 

Eimac Air Cooling type + 4-1000A (lim. sup.) 69.95 

Eimac Air Cooling type + 4-1000A 3-10002 69.95 
SK600A — Eimac Air Sys. type wiCath. gnd & Scr. byp.40X250B 99.95 
SK620A — Eimac Air System type wiScr. byp. cap. 4CX250B/ete. 99.95 
SK600A/SK610/SK620A/SK700/SK711 # Excel. cond. Call 
SK640 Air System Socket, no bypassing. 4CX250B 39.90 
124-113-16 | Bypass Cap Ring for above. 4CX250B 25.00 

Eimac Air System type wiScr. byp. cap. 4CX300A Call 

Socket 3CX10000 435.00 

Socket (Ground Grid) 3CX10000 435.00 

Air System Socket for 3CX1500A7/8877 (Grid Driven) 60.00 

Air System Socket for 3CX1500A7/8877 (Cath.”) 65.00 

Eimac (Original) 89.95 
2120.01.10 # Socket & Grid Grounding Assy 3CX800A7/8875 34.95 
Y254A Eimac Socket 4CX1000A/4CX1500B 125.00 
122-0101-300 Ceramic 7 Pin 4-65/5894/7094/829B/4D32 13.95 
124.0112.001 Same as SK600A (mfg: Johnson) 4CX250B 99.95 
124.0311.100 Johnson 11 Pin 3CX800A7/8072/8122 39.95 
33094 Super Jumbo 4 Pin 32.85 
234 Super Jumbo 4 Pin 32.85 
275 Johnson Flat, ceramic 3-500Z/4-400/3CX1200A7 34.95 

Quantity Price: 4-9 pe. $32.95; 10 pc. up $31.45 

4108 Deluxe Air Cooling type. 34.50 


PLATE CAPS & HEAT DISSIPATING CONNECTORS 
HR6/short _Finned, .367 hole/Low profile, 3-500Z/4-400Aletc. $6.95 
HR7 Finned, .172” hole 15.95 
HR8 Finned, .575” hole 3-10002Z/4-1000A/4PR1000A/833 19.95 
PLCAP1 Ceramic Plate Cap for 811A/572B/866/810/813/833. 1.25 
PLCAP2 Ceramic Plate Cap for 6146B/6LF6/6L06/8950, etc. 1.00 


CHIMNEY 

Eimac Glass chimney  3CX1200A7 $ 84.95 
Eimac Glass chimney 4-1000A 114.00 
As abovelremoved from equipment. Clean, likenew. Call 

Eimac Ceramic, standard. 4CX250B 10.95 
Eimac (as above) removed from equipment. 7.95 
$K2216 Teflon Chimney 3CX1500A7, 8938 32.00 
124.0111.011 Same as SK-646 8930/4CX400A7 21.90 
544.7146.002 # Fiberglass chimney & plate conn. 4CX250B ‘10.00 
3-500CHIM — For 3-500Z/4-250A/4-400A, C, G size tubes. Glass 40.00 
3CX3000CHIM Teflon Chimney for 3CX3000A7 45.00 


@ Denotes our 100% equivalent to manufacturers original part. 
# Denotes removed from new & surplus equipment. Very good condition. 


— WE CAN SPECIAL ORDER TUBE SOCKETS NOT LISTED — 
QUANTITY PRICING AVAILABLE 


SK436 
SK506 
SK506 
SK606 
SK606 


SPECIAL TUBES 
FOR 
THE AUDIOPHILE 


EL34/6CA7 Svetlana 
SV6550C Svetlana 
811-10 Svetlana 


All available as Matched Pairs 
Call Chip for Information and Pncing 


On the subject of... 


Russian 3-500Z 


There are NO Russian made 
3-500Z or 3-500ZG tubes 
available at this time. 
We have seen Chinese made 3-500ZG tubes with 
S/N 92-XXXX & 93-XXXX stamped on the grid 
supporting plate (base of tube). These tubes are 
marked in red with “Made in Russia” identifica- 
tion. Quality may be uncertain. One wonders what 
is up! Who is fooling whom? (It wasn't RF Parts!) 


WE BUY ELECTRON TUBES 
AND TRANSISTORS 
Call us for an offer to purchase your excess tube 
and RF transistor inventory. We are looking for 
clean product from distributors and others. 


Call or fax your list to Chip: 
Phone: (619) 744-0500 Fax: (619) 744-1943 


@eeeaeeaeeaeesoeaoea@ eo eeoeveueeneeseensd 8 
Transistor Quantity Pricing 


Transistor 1-9 10-24 25-49 50+ 
2SC2290 $17.45 $14.20 $13.50 $13.20 
2562879) 120:95. 18:55 917.95 9 1745 
MRF454 16.95. 15:955> 14.459 12195 
MRF455 13:45 aaa 2)2 SmeelOL00 9.50 


Pricing by line item, no mix/match. Prices subject to 
change without notice. Quantities of 100 ore more are 
available by custom quote only. Please call (619) 744-0500. 
eeceeeeeveeeeneeeoee eee 


Yaesu FL2100B Amplifier Tubes 
We find that this amplifier exhibits susceptability 
to spurious oscillations. Originally, the U.S. 572-B 
tubes had mu (1) of 170 or less, and would work 
fairly well if care was exercised in tuneup (see 
owners manual). 


The Quality 572B tubes manufactured by 
Svetlana have greater amplification factor (,1), 
and may cause the “conditionally stable” 
FL2100B to break into oscillation. 


We are working to find a “fix” for the FL2100B 
at this time. When you are ordering the new 
tubes for this unit, ask for “Chip” to get our 
latest information. 


DUAL TUBE SOCKET & CHIMNEY ASSEMBLY FOR 4CX250B 
Designed for 2-30 MHz Power Amplifier. 
In excellent condition, removed from military communications equipment. 
Supply limited. PIN: DTS&C $45.00 


4 PRICE AND AVAILABILITY SUBJECT TO CHANGE 


CATALOG 96-6 


RF Parts Co. recently purchased 
the last production run of JAN 
6146W tubes. This rugged ECG- 
Philips (Sylvania) tube has “W” 
designation for Military quality. 

Used extensively in Collins equipment. 


90 day Limited Warranty. 
Special$19.95 ea. © $44.95/matched pair 


Quantity Pricing Available 


The new RF PARTS/Svetlana 


572B Tube 

The RF Parts/Svetlana 572B is a high-mu power 
triode intended for use in Class AB, Class B, 
Class C RF, and audio amplifiers. This new tube 
features a low-loss white ceramic base and a 
bonded white ceramic plate cap thermal insulator 
for high power RF transmitting capability. 
Temperature-initiated titanium “getter” material 
is permanently embedded in the surface of the 
rugged graphite anode for superior gas absorption. 
This improved “getter” system operates 
continuously at high temperature, and is over 
six times more effective than flash getters silvered 
on tube's glass envelope. 


The 572B may be used as a direct drop-in 
replacement in linear amplifiers using the 811A. 
Reliability will be enhanced by the 
upgraded overload capability of this rugged 
graphite plate tube. 


High-quality fabrication and vacuum processing 
at high temperature enables Svetlana to 
manufacture the new 572B with consistent 
performance and extended life. Svetlana's 
manufacturing quality is backed by RF Parts’ 
2-year limited warranty—the best in the industry. 


(A product review of the Svetlana 572B by Bill 
Orr, W6SAI, appears in December, 1995 issue 
of CQ magazine.) 


OUR BEST! 


yn Ne 
 BLIA ” 
RFP Russian 


Manufactured by 
Svetlana for RF PARTS. 
Designed to be equal to the 
excellent U.S. RCA tube. 
Utilizes high quality 
Ceramic Base for low loss 
at 10 meters. 
Use vertical or horizontal 
(i.e. Collins 30L1). 

* Includes RF PARTS' two 
year Limited Warranty. 


Our P/N: 
811A RFP Ceramic Base 
Matched Set/2 $39.90 
Matched Set/3 $59.85 
Matched Set/4 $79.80 
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PART 
NUMBER 
BGY45B 
CA2832¢ 
K43 
M57704EL 
M57704L 
M57704M 
M57704H 
M57704SH 
M57704UH 
M57706 
M57706L 
M57710A 
M57713 
M57714 
M57714EL 
M57714M 
M57714UH 
M57715 
M57716 
M57719 
M57719L 
M57719N 
M57721M 
M57726 
M57726R 
M57727 
M57729 
M57729EL 
M57729UH 
M57729UL 
M57729H 
M57729L 
M57729SH 
M57732 
M57732L 
M57735 
M57737 
MS7737-R 
M57739C 
M57741L 
M57741M 
M57741H 
M57744 
M57745 
M57747 
M57752 
M57755 
MS7759 
M57762 
M57764 
M57774 
M57782 
M57783L 
M57785L 
M57785M 
M57785H 
M57786H 
M57786M 
M57787 
M57788H 
M57788L 
M57788M 
M57788MR 
M57791 
M57792 
M57796 
M57796H 
M57796L 
M57796MA 
M57797H 
M57797MA 
M57797SH 
M57799H 
M57799L 
M57799M 
M67702 
M67703H 
M67703M 
M67703SH 
M67703UH 
M67705L 
M67705M 
M67705H 
M67706 
M67706U 
M67709 
M67709L 
M67709SH 
M67710H 
M67711 
M67712 
M67715 
M67717 
M67723 
M67727 
M67728 
M67730L 
M67731 
M67736 
M67741H 
M67742 
M67743H 


FREQ 
RANGE 
148-174 
1-200 
898-941 
335-360 
400-420 
430-450 
450-470 
490-512 
470-490 
145-175 
135-145 
150-160 
144-148 
450-470 
335-360 
430-450 
470-490 
144-148 
430-450 
145-175 
135-145 
142-163 
400-450 
144-148 
144-148 
144-148 
430-450 
335-360 
470-490 


450-470 
400-420 
490-512 
144-175 
135-160 
50-54 
144-148 
144-148 
825-851 
148-160 
156-168 
164-175 
905-915 
430-450 
144-148 


806-866 
890-915 
1240-1300 
806-825 
220-225 
825-851 
135-160 
135-150 
150-162 
162-174 
470-512 
430-470 
1240-1300 
450-470 
400-430 
430-450 
430-450 
890-915 
806-870 
150-175 
150-175 
135-160 
144-148 
450-470 
440-450 
490-512 
470-512 
400-430 
430-470 
150-175 
450-470 
430-450 
490-512 
470-490 
400-430 
430-470 
470-512 
806-870 
896-941 
430-470 
350-390 
490-512 
150-175 
1240-1300 
220-225 
1240-1300 


220-225 
144-148 
430-450 
174-200 


935-941 
150-175 
66-68 
77-88 


MAX 
BW 
140-175 


898-941 


420-450 


144-160 
152-164 


440-470 


140-165 


140-152 
140-152 
140-150 
420-450 


130-166 
48-56 
140-152 
140-152 


140-170 
148-175 
155-185 
900-920 
425-450 
140-150 


800-875 
890-915 
1240-1300 
800-830 
219-232 
805-860 
125-175 
127-163 


465-520 
425-480 
1240-1300 
430-490 
390-450 
410-460 
410-460 
880-930 
800-870 
140-190 
140-190 


135-160 
420-460 


460-495 
400-450 
420-490 
460-520 
790-895 
890-960 


310-395 
140-190 


219-239 
1220-1320 


210-250 


420-470 
160-210 


140-180 
60-92 
74-92 


P out 
Min. W 
28 
1.6 
13 
13 
13 
13 


Pasrgia ag 
00 Cees COD 


—n 
No 


0.2 
18 
20 
30 


7 


Pin 
mW, 
150 
1 
300 
200 
200 
200 
200 
200 
200 
200 
200 
200 
200 
100 
100 
100 
100 
200 
200 
200 
200 
200 
10 
400 
400 
300 
300 
300 


QUANTITY PRICING AVAILABLE 
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VHF-UHF POWER MODULES 


CASE 


H27 
H3A 
H3A 
H3A 
H3A 


H3A 
H3A 


14 
70.30 
52.70 
59.90 
59.90 
59.90 
59.90 
59.90 
59.90 
59.60 
59.60 
40.50 
66.60 
58.10 
65.80 
58.10 
65.80 
45.45 
87.90 
54.55 
63.85 
54.55 
54.45 
77.80 
94.55 
77.55 
88.70 
94.70 
94.70 
94.70 
94.70 
94.70 
94.70 
37.25 
37.35 
75.85 
51.60 
69.25 
59.75 
67.45 
67.45 
67.45 
77.45 

120.75 
82.45 


137.95 
28.50 
94.95 

102.85 
69.85 
77.20 
53.15 
78.00 
75.05 
78.00 
98.60 
98.60 
77.85 

115.05 

115.05 

115.05 

124.75 

109.05 

119.60 
42.25 
42.25 
42.25 
37.15 
41.65 
40.65 
47.65 
63.85 
63.85 
63.85 

194.65 

194.70 

174.05 

194.70 

194.70 
59.90 
59.90 
59.90 
63.85 
63.85 

117.25 

122.50 

123.00 
57.15 

114.40 
89.20 
79.55 
21.95 
59.95 

179.65 

189.70 

108.05 

149.83 

109.80 


129.15 
88.70 


5-9 


$68.08 


134.90 
26.75 
92.95 

100.35 
67.85 
75.70 
51.15 
76.00 
73.05 
76.00 
96.60 
96.60 
75.35 

112.05 

112.05 

112.05 

121.75 

106.95 

116.60 
41.25 
41.25 
41.25 
36.25 
40.15 
39.15 
46.15 
61.85 
61.85 
61.85 

191.45 

190.70 

172.05 

190.70 

190.70 
57.90 
57.90 
57.90 
61.85 
61.85 

114.25 

118.50 

119.00 
55.10 

112.40 
86.70 
77.55 
19.95 
57.95 

177.45 

185.70 

106.05 

147.83 

108.30 


126.15 
86.70 


10-24 


$65.80 
50.50 
57.40 
57.40 
57.40 
57.40 
57.40 
57.40 
57.60 
57.60 
37.50 
62.60 
54.50 
61.80 
54.50 
61.80 
40.45 
83.85 
50.55 
59.85 
50.55 
50.45 
73.80 
88.55 
74.10 
81.70 
88.70 
88.70 
88.70 
88.70 
88.70 
88.70 
35.25 
35.35 
70.00 
48.00 
65.80 
56.25 
64.75 
64.75 
64.75 
73.45 
113.55 
78.45 


131.90 
25.00 
90.95 
97.85 
66.85 
74.05 
49.15 
7400 
74.05 
74.00 
94.60 
94.60 
73.85 

110.10 

110.10 

110.10 

118.80 

104.85 

113.60 
40.25 
40.25 
40.25 
35.25 
38.65 
37.65 
44.65 
59.85 
59.85 
59.85 

190.25 

186.70 

170.05 

186.70 

186.70 
54.90 
55.90 
55.90 
59.85 
59.85 

111.25 

115.50 

116.00 
53.10 

110.40 
84.20 
75.55 
19.35 
55:95 

175.29 

181.70 

105.05 

144.83 

107.30 


123.15 
84.70 


CATALOG 96-5 


PART 
NUMBER 
M67743L 
M67748H 
M67748L 
M67748LR 
M67749M 
MS7749MR 
M67749UH 
M67754 
M67755H 
M67755L 
M67760LA 
M67764 
M67766A 
M67769C 
M67776H 
M67776L 
M67781H 
M67781L 
M67785H 
M67796 
PFOO11 
PFO031 
SAU3 
SAU4 
SAUI1 
SAU12 
SAU16H 
SAU16SH 
SAUI7A 
SAU21 
SAU26 
SAU27AH 
SAU27M 
SAU35AH 
SAU47 
SAVE 
SAV7 
SAV12 
SAV15 
SAV16H 
SAVI6L 
SAV16SH 
SAV17 
SAV21H 
SAV22A 
SAV24 
MHW591 
MHW592¢ 
MHW593 
MHW602 
MHW612 
MHW710-1 
MHW710-2 
MHW710-3 
MHW807-1 
MHW807-2 
MHW820-1 
MHW820-2 
MHW820-3 
MHW932 
MHW5222#¢ 
MHW5222A#¢ 
MHW6182#¢ 
MHW6342#¢ 
MHW9002-2 
74N1S 


FREQ 
RANGE 
68-81 
150-175 
135-150 
135-150 
430-450 
430-450 
470-490 
824-849 
150-175 
134-150 
806-870 
940-960 
820-850 
890-915 
896-941 
806-870 
150-175 
135-160 
216-230 
1240-1300 
890-915 
890-915 
430-450 
430-450 
902-905 
825-845 
450-470 
490-512 
870-915 
825-845 
430-450 
490-512 
450-490 
450-470 
824-849 
154-162 
144-148 
144-148 
220-225 
150-160 
135-150 
174- 
144-148 
150-175 
144-148 
144-148 
1-250 
1-250 
10-400 
146-174 
146-174 
400-440 
440-470 
470-512 
820-850 
870-905 
806-870 
806-890 
870-950 
890-915 
40-450 
40-450 
40-555 
40-555 


MAX Pout 
BW Min, W 
62-85 
125-155 
125-155 


410-450 
810-860 


925-970 
820-855 
890-928 
860-950 
790-890 


125-160 


890-928 
890-928 
427-450 
430-450 
902-915 
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430-495 
870-920 


440-500 
420-470 


152-164 
143-149 
130-160 


w NM mM ww 
DAMS V SS WYNN M2BONMNHC 


wor 
=] 


130-160 
140-174 


140-180 


880-920 
60 Ch. CATV Gp=22dB 
60 Ch. CATV Gp-22dB 
77 Ch. CATV Gp=18dB 
77 Ch. CATV Gp=34dB 
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CASE 
H13A 
H27 
H27 
(rev.) 
H27 
(rev.) 
H27 
H11 
H12A 
H12A 
H11 
H11 
H3 
H3 
H11 
H11 
H2 
H2 
H12A 
H27 


H2 
H4 


H2 

H2 

H2 
714-04 
714-04 
714-04 
297-02 
301A-03 
700-0 
700-03 
700-03 
301L-01 
301L-01 
301-G01 
301-G01 
301-G01 
3018-02 
714-04 
714-04 
714-04 
714-04 
4204-01 


14 
$88.70 
49.80 
45.80 
56.85 
47.35 
49.85 
57.35 
68.15 
59.65 
59.65 
119.80 
129.60 
157.40 
$9.55 
141.20 
141.20 
116.60 
116.60 
94.70 
77.30 


Discontinued use PF0031 


44.75 
56.95 
56.95 


84.55 
52.70 
47.10 
74.60 
74.55 
47.95 
101.40 
45.20 
106.35 
32.95 
36.95 
39.85 
54.00 
42.60 
42.60 
42.60 
74.95 
69.85 
44.95 
98.30 
46.95 
49.95 
49.95 
66.93 
65.93 
61.95 
61.95 
61.95 
65.93 
65.93 
85.90 
88.90 
91.90 
92.70 
45.00 
47.90 
49.90 
63.90 
47.95 
45.00 


43.00 41.50 
53.95 51.95 
53.60 51.30 


82.55 80.55 
50.70 48.70 
45.70 43.70 
72.60 71.15 
72.55 70.25 
46.95 45.95 


100.00 98.40 
43.95 42.70 
102.35 97.35 
31.00 29.50 
34.65 31.50 
39.35 38.85 
52.50 51.00 
40.90 40.60 
40.90 40.60 
40.90 40.60 
71.95 68.70 
67.85 65.85 
43.95 42.95 
95.30 92.30 
45.95 44.95 
48.95 47.95 
48.95 47.95 
63.73 61.53 
64.93 62.93 


# denotes 75 Ohm in/out. CATV module. Power rated at 12.5 VDC except HT types. ¢ = 24 VDC. 
CASE: Case Outline-for reference only. All modules are 50 Ohm in/out. 


$C1013 
$C1016 


$C1019 
$C1020 


Module Series for ICOM Transceivers: In stock, call for assistance. 


$C1022 
$C1024 
$C1025 
$C1026 


$C1027 
$C1028 
$C 1030 
$C 1040 


$C 1044 
SC 1054 
SC1066 
SC1069 


$C 1088 
$C1091 
$C 1096 
$C1097 


$C1111 
$C1124 
$C1125 
$C1142 


$C1143 
SC1146 
$C1193 
$C1197 


PRICES/SPECIFICATIONS/AVAILABILITY SUBJECT TO CHANGE WITHOUT NOTICE 
If you do not see the part number you need, call (619) 744-0750. 


COMPLETE ENGINEERING DATA FOR RF MODULES: $1.50/module. 


NOTE: Before Installation in transceivers, antenna switching PIN diodes 
should be tested (normal Ohmmeter test for Hi/Lo resistance). 

No Exchange or Warranty on transistors or modules which, in our opinion, have been damaged, 
installed, or soldered to. Modules and Transistors are fully tested under load and SWR by the factory 


to meet their specifications. Check your circuit to make sure it is properly adjusted and repaired 
before installing new part. NO FURTHER WARRANTY IS ASSUMED OR IMPLIED. 


PRICE AND AVAILABILITY SUBJECT TO CHANGE 


=e 


CASE 36-03 
STYLE 1 


Sy 


CASE 79-04 
STYLES 1,5 
(TO-205AD) 


CASE 79-05 
STYLES 5, 7 
(TO-39 CE) 


CASE 145A-09 
STYLE 1 
(.380” STUD) 


CASE 145A-10 
STYLE 1 
(.500” STUD) 


CASE 211-07 
STYLES 1, 2 
(.380” FLANGE) 


CASE 211-11 
STYLES 1, 2 
(.500” FLANGE) 


CASE 221A-04 
STYLES 1,2 
(TO-220AB) 


CASE 244-04 
STYLES 1, 3,4 
(.280” STUD) 


QUANTITY PRICING AVAILABLE 


Part No. 
2SA310 
2SA473 
2SA562 
2SA564 
2SA608 
2SA683 
2SA695 
2SA719 
2SA733 
2SA738 
2SA798 
2SA904 
2SA923 
2SA934 
2SA965A 
2SA966 
2SA968-Y 
2SA984 
2SA985 
2SA999 
2SA1012 
2SA1013 
2SA1015 
2SA1048 GR 
2SA1102 
2SA1104 
2SA1115Y 
2SA1115-11-E 
2801141 
2SA1152 
2SA1154 
2SA1162 GRIY 
2SA1179 M6 
2SA1207-T 
2SA1215 
2SA1244 
2SA1282 
2SA1286 
2SA1301-0 


_ 28A1302-0 


2SA1348 
2SA1356Y 
2SA1386 
2SA1406 
2SA1475 
2SA1491 
2SA1492 
2SA1494 
2801518 
2SA1667-Y 
2SA1736 


2SB435 
2SB4960 
2SB496Y 
2SB511 
2$B525-D 
2SB560 
2SB564 
2SB596 
2SB624 
2$B633 
2SB649 
2SB698 
2SB707 
2SB754 
2SB775 
2SB798 DLIDK 
2SB810 
2S8B817 
288822 
2SB909M 
28B1135 
28B1143 
2S8B1163 
2S8B1182 
2$B1302-S 


2$C320 
280385 
280451 
280458 
2SC460 
28495 
2S8C508 
2S8C535C 
280536 
2SC681 
280703 
28C730 
28C731 
280741 
2SC763 
2SC776/ECG195A 
280778 
2S5C784R 
2SC789 
2S8C790 
2S8C799 
28C900 


Net 
$1.25 
1.10 
45 
.60 
45 
yk) 
75 
45 
.60 
1.20 


$1.75 
3.20 
3.00 
1.35 
1.93 
2k) 
69 
3.25 
1.25 
1.45 
1.15 


POPULAR JAPANESE TRANSISTORS 


Part No. 
250904 
280923 
2SC945A0 
2SC946P 
28C991 @ 
28C998 
2SC1000GR 
2801011 
2801012 
2801030 
2801034 
2801047 
2SC1061 
2SC1096 
28C1122A 
2801141 
2801165 
28C1172B 
2801173 
2801213 
2SC1306 @ 
2801307 @ 
2S8C1308K 
2801316 
2801345 
2801359 
2801419 
2801424 
2801445 
2801449 
2801518 
28C1571G 
2801583 
2801589 
2SC1605A 
2801623 
2SC1674L 
2SC1675L 
2SC1678 
2801719 
2801729 
28C1730L 
2801756 
2SC1757K 
2801815 
2801826 
2801844 
28C1906 
2801923 
2SC1944C 
2801945 
2801946 
2SC1946A 
2801947 
2801955 
2SC1957 
2SC1964A 
2SC1966 
2801967 
2SC1968A 
2SC1969 
2801970 
2801971 
2801972 
2801973 
28019750 
28C1978 
2801986 
2802026 
28C2028 
28C2029 
28C2053 
2802055 
2SC2056 
2SC2058 
2SC2068 
2SC2075 
28C2076 
2SC2078 
28C2081 
2SC2086D 
2SC2087 
28C2091 
28C2094 
2SC2097-H 
2SC2097-H MP 
2SC2099 
28C2103A 
28C2106 
28C2120 
2802131 
28C2132A 
2802133 
2SC2163 
28C2166C 
28C2178 
2802181 
2802221 


77.90 
31.50 
35.95 
69.93 
70 
5.70 
39.95 
184.80 
42.30 
2.39 
27.00 
41.65 
8.25 


Part No. Net 
28C2230 1.25 
28C02230-AY 1.25 
28C€2230-GR 1.25 
28€2230-Y 1.25 
2802233 2.60 
28C2235 .80 
2802236 1.95 
28C2237 11.30 
28C2238-Y 1.65 
28€2245 7.80 
2802258 1.55 
28C2274 55 
28€2281 27.20 
28C2283K 13.90 
2802284A 21.75 
2802287 33.95 
2802289 19.93 
28C2290 17.45 
28C2290 MP 38.95 
28C2290 MQ 77.90 
see page 4 for qty. price 
28C2299 1.45 
28€2307 5.20 
28C2312C 4.35 
28€2312 MP 14.90 
28C2314E 1.25 
2802329 14.95 
2SC2330A 1.95 
2802347 .90 
2802353 60 
2802379 37.95 
2802381 69.93 
28C2383 1.85 
2802393 : 

28C2395 30.95 
28C2395 MP 66.90 
2802407 2.00 
28C2458Y 50 
2802494 27.95 
2802501 6.95 
2802508 42.90 
28C2509 14.95 
2802509 MP 37.00 
2802528 4.60 
2802538 1.85 
28C2539 22.90 
2802540 24.75 
2802555 2.30 
2802558 24.70 
2802559 38.90 
28C2570 1.25 
28C2579 3.73 
2802586 10.75 
28C2591 1.30 
2802603 95 
28C2609 58.83 
2802627 29.30 
2802628 36.60 
2802630 26.95 
2802638 28.30 
2802640 21.90 
2802641 21.20 
2802642 39.90 
2802643 64.95 
2802644 1.20 
2802652 148.85 
2S8C2652 MP = 303.70 
2SC2668 O/Y 29 
2802673 .65 
2802694 48.80 
2802694 MP ~—- 107.80 
2802695 31.75 
28C2712 Yh) 
28C2714Y 1.25 
2802724 85 
28C2782 34.75 
2802782 MP 76.50 
28C2783 51.85 
2802785 .65 
2802786 .80 
280281215 .60 
2802814F4 55 
28C2814F5 90 
28C2837 4.60 
28C2839 50 
28C2879 20.95 
28C2879 MP 47.90 
2SC2879 MO 95.80 
28C2879 M8 ~=—- 191.60 
see page 4 for qty. price 
2802885 3.50 
2802898 6.85 
2802899 4.25 
28C2904 43.00 
2802904 MP 93.00 
28C2905 41.40 
28C2905 MP 86.00 


Part No. 


28C2909 
2802915 
28C2932 
28C2933 
2802936 
2802954 
2SC2966Y 
28C2383 
2802985 
282988 
2SC2996Y 
2SC3001 
2803019 
2$C3020 
28C3021 
28C€3022 
28C3026 
28C3042 
2803055 
28C3071 
28€3101 
283102 
28C3103 
2803104 
2803105 
2803121 
28C3133 
28C3133 MP 
2803135 
28C3139 
2803140 
28C3147 
2803148 
28C3150 
2803152 
2SC3180NR 
2803240 
2803242 
2803246 
2803298 
2803314E 
28C3315C 
2803337 
2SC3345Y 
2803355 
2803356 
28C3357 
2803369 
2803379 
2803398 
28C3399 
2503402 
28C3404 
2S8C3419Y 
28C3421Y 
2803461 
2803519 
2803544 
2SC3628 
2803638 
28C3653 
2SC3656 
2803657 
2803661 
2803678 
2503688 
28C3750 
2803771 
2803772 
2SC3781 
28C3783 
2SC3855-A 
2SC3858-A 
2S8C3887-A 
28C3963-Y 
2803907 
283908 
2803954 
2804123 
2804167 
2804236 
28C4237-T 
2804240 
2804242 
28C4310 
28C4381-Y 
2804547 
2SC4728 (s) 


280180 
280188 
2SD235Y 
2SD313E 
2SD355E 
2SD471L 
2SD535 
2SD596 


MP=Matched Pair MQ=Matched Quad 


6 


PRICE AND AVAILABILITY SUBJECT TO CHANGE 


Net 
2.93 


7.50 
69.65 
3.35 
6.85 
3.10 
2.20 
Call 


$7.95 
7.95 


Part No. Net 
280613 1.40 
28D633 1.20 
28D637 50 
280717 2.93 
280797 4.05 
28D822 6.95 
280837 1.80 
2SD856 1.00 
2SD880 25 
28D892 .65 
2801012 -50 
2801046 2.65 
2801047 3.50 
2SD1061 2.40 
28D1117 8.45 
28D1135 1.85 
2801159 1.50 
2801192 1,95 
28D1193 3.55 
28D1225M 1.75 
2801229 2.70 
2801272 2.65 
28D1279 6.65 
2SD1406Y 1.40 
28D1408-Y 2.85 
28D1415 1.65 
2801427 3.90 
2801428 4.70 
28D1432 5.95 
28D1554 3.83 
2801555 4.25 
28D1556 4.25 
28D1650 3.30 
28D 1667 2.25 
28D1718 5.85 
28D1757-K 1.55 
28D1877 5.15 
2802125 5.60 

JFETIMOS-GAS FET 
BF966S $4.95 
283430 1.45 
28J106-GR 1.19 
28K19 @ 2.00 
2SK23A 95 
2SK30 55 
28K33 1.10 
2SK44C 1.10 
28K54 1.25 
2SK61 90 
2SK74L 2.93 
2SK102 @ 2.85 
2SK103M 1.95 
2SK104 1.25 
2SK117 1.20 
2SK118 .65 
2SK125 3.50 
2SK128 1.20 
28K135 9.90 
2SK161 1.10 
2SK168 1.20 
28K170-V .80 
2SK184Y 1-39 
2SK185 3.75 
2SK192A 1.70 
2S8K205 ; 
2SK209 69 
2SK210-Y 1.20 
28K210-GR 1.20 
2SK241-GR 1.20 
2SK241Y 2.40 
2SK301 1.20 
2SK302GR 2.50 
2SK302-Y 2.50 
2SK324 10.85 
2SK330 1.20 
2SK507 3.20 
2SK508 3 
2SK520 ‘ 
2SK623 8.00 
28K727 7.70 
2SK790 7.55 
2SK791 5.43 
2SK792 5.10 
2SK793 6.25 
2SK794 5.90 
28K933 1.95 
2SK1082 16.65 
2SK1087 9.25 
2SK1088 9.95 
28K1113 2.65 
2SK1117 10.40 
28K1118 10.40 
2SK1191 13.95 
28K1358 9.70 
3SK39 2.40 
3SK40 3.93 
3SK45 2.70 
3SK48 


CATALOG 96-6 


Part No. Net 
3SK63GR 4.93 
3SK72 2.93 
3SK73GR 2.93 
3SK74 2.93 
3SK74 K/M 2.80 
3SK77GR 3.15 
3SK78-GR 4.45 
3SK81 1.90 
3SK87 2.95 
3SK97 7.93 
3SK102 5.93 
3SK113 2.95 
3SK121Y 5.93 
3SK125 - 

3SK129 4.93 
3SK131M 1.90 
3SK142 Q 4.45 
3SK174 5.63 
3SK177 6.95 
38K 184 7.95 
3SK185 5.93 

LOW NOISE GASFET 
3SK121Y $5.93 
BFO66S 4.95 
MGF1302 4.95 
MGF1402 22.95 
MGF1502 8.95 
MRF966 5.93 
NE25137/3SK174 5.63 
NE32184A 14.95 
NE41137 use 3SK174 
MOTOROLA 
TRANSISTORS 

M9875 $49.90 
M9836 ‘ 

M1107 44.90 
MRF134* 22.95 
MRF136* 27.85 
MRF137* 34.70 
MRF138* 49.65 
MRF140* 94.93 
MRF141* 99.93 
MRF141G* 206.00 
MRF148** 48.00 
MRF150** 68.50 
MRF150 MP** 142.00 
MRF151** 99.80 
MRF151G** 179.90 
MRF158* 27.00 
MRF158R* 19.90 
MRF161* 32.93 
MRF162* 38.83 
MRF163* 36.50 
MRF164W* 89.00 
MRF166* 38.00 
MRF166C 36.00 
MRF171* 47.95 
MRF173CQ* 45.65 
MRF174* 94.90 
MRF175GU* 169.70 
MRF175GV* 159.90 
MRF176GU"* = 198.83 
MRF176GV"* = 193.83 
MRF177M* 119.93 
MRF207 4.73 
MRF208 19.83 
MRF208 MP 48.00 
MRF212 25.93 
MRF212 MP 56.00 
MRF220 21.93 
MRF221 15.83 
MRF221 MP 37.00 
MRF222 23.80 
MRF224 21.90 
MRF224 MP 47.00 
MRF226 21.90 
MRF226 MP 50.00 
MRF227 11.93 
MRF229 17.73 
MRF231 28.93 
MRF234 36.93 
MRF234 MP 76.60 
MRF237 8.93 
MRF238 19.93 
MRF238 MP 45.00 
MRF239 21.93 
MRF239 MP 47.00 


MRF240 Stud 22.95 
MRF240 MP Stud 49.00 
MRF240A Flange 26.83 
MRF240A MP Flange 57.00 


MRF245 47.73 
MRF245 MP 104.90 
MRF247 36.00 
MRF247 MP 80.00 
MRF248 48.20 
MRF248 MP 124.90 
MRF250 26.00 


MOTOROLA AND MISC. TRANSISTORS 


CATALOG 96-6 


Part No. Net Part No. Net Part No. Net Part No. Net Part No. Net Part No. Net 
MRF260 15.45 | MRF458MO 99.85 | SRF3662MP 84.00 | 2N5109N 3.25 | (0D3425 26.25 | Se4020 1.45 
MRF260 MP- 34.50 | MRF460 25.00 | SRF3662MQ 168.00 | 2N5172 75 | CD3439 26.25 $1012 @ Cal 
MRF261 1450 | MRF46OMP 54.00 | sRF3749 Call 2N5179 195 | cp3544 29.50 | $50.28 25.00 
MRF261 MP —s31.00 | ~MRF460MO 108.00 | SRF3775 15.93 | 2N5189 2.70 | cD4831 13.95 | $70-12 18.75 
MRF262 15.50 | MRF464MP* 64.00 | SRE3775MP 36.00 | 2N5194 95 | cp5512 19.95 | $100-28MP 89.25 CASE 244A-01 
vac fas | imesh ia) | Some 8 | two 7a | Gee | Site ep fT 
' ; CR 2.30 
ME264 MPs -44.95. | MRF475 MP 25.00 SRF3795 MP «46.00 2N5458 JFET = 1.75 «| CM40-12 30.25 $01013-3 19.90 
MRF309° 84.93 | MRF476 7. SRF3795 MQ «92.00 N5484 1.10 | BX541CF 38.00 | $p1006-7 2.00 
MRF309 MP* 192.95 | MRF476MP 20.00 | sRF3800 Call 2N5486 110 | &cG259 149 | sp1006-11 2.90 
MRF314* 39.93 | MRF477 20.93 | SRF3800 MP Call 2N5589 19.95 | EcG340 4.95 | s$p1012-4 14.74 
MRF314MP* 99.00 | MRF477MP 44.00 ‘| SRF3800 Ma Call 2N5590 19.95 | IRF510 3.45 | $p1077 12.60 
MRF314A* 51.83 | MRF479 19.93 | SRF3839 15.00 | 2N5591 1S Bl ra sg) secreneeced ashe oo tCe9 26.00 
MRF314A MP* 109.90 | MRF479MP 43.00 | SRF3839MP 33.00: | 2N5639 JrET 1.60 | 4110 EI “30 | $D1115-7 14.80 
MRF315" 69.00 | MRF485*HiBeta 21.95 SRF3840H 2N5640 JFET 1.60 | 4103 WED 1. $D1134-1 14.80 
MRF315 MP* 149.40 | MRF485MP* HiBeta 47.90 SRF3841H 27.40 2N5641 1058 es ics ne $01143 Stud 24.45 CASE 2440-02 
MRF315A" 39.50 | MRF4S5MP* Lo Beta 59.90 SRF3883 Call 2N5642 19.95 $D1143-1 Flange 24.95 STYLE 1 
MRF315A MP* 89.00 (OrgiYellow) SRF3897 Call 2N5643 AA ol eam 2 bn 14.95 
MRF316* 86.93 | MRF486 28.00 | SRF7000-90 15.95 2N5643 MP 50.00 | 403020 3500 | 01229 12.00 
MRF316 MP* 186.93 | MRF486MP 64.00 | srF7000-90 Mp 3600 | 2N5646 16.95 $01272 17.95 
MRF317* 78.70 | MRF492 22.95 | SRF7000-90 MO 78.00 | 2N5672 9.50 | MACIO-ITRIAC $. $01285 17.75 
MRF317 MP* 170.00 | MRF492MP 48.00 ‘| Tp3022B Call 2N5685 7.95 | MCR225 scr 4.35 | $D1295 37.90 
MRF321* 26.75 | MRF492MQ 96.00 | wp Matched Pair 2N5686 8.95 | MFE201 5.95 | $D1359 2.95 
MRF321 MP* 64.95 | MRF492A 2.00 A | tian grctea eal 2N5770 MFE204 4.93 | $01400-2 42.95 
MRF327* 69.93 | MRF492AMP 52.50 eon eer 2N5885 7.15 | M4033 5.35 $D1405 22.50 
MRF327 MP —s-144.00 «| =~ MRF497 22.93 2N5913 3.75 | mui1012 7.25 $01407 42.00 
MRF329* 94.90 | MRF497MP 50.90 MISC. TRANSISTORS 2N5944 19.95 | MJE180 180 | SD1407MP —-96.80 Cae ae 
MRF338* 82.83 | MRF502 2.50 | 2N174 $18.95 | 2N5945 16.95 | MJE370 60 | $01415 25.00 eae 
MRF392" 136.60 | MRF515 5.50 | 2N176 18.95 2N5948 19.95 | MJe521 1.80 $01424 88.00 ; 
MRF4O1 19.93 | MRF521 6.93 | 2N277 13.95 2N5947 24.95 | MJE8O1 190 | s$p1428-2 49.95 
MRF4O1 MP* 49.00 | MRF544 6.93 | 2N396A 1.95 2N5961 95 | MJE3055 5.93 $D1429-3 37.70 
GEES Te |e ae Ph 
S01441 109.93 
ree |e Se ees, se alewe cit) (an, gers | ata ole 
$01450 44.00 
MRF412MP = «58.00 | MRF581 3.93 | 2N681 scr 16.93 | 2N6045 1.80 | MPsgi8 45 | SD1451 @ Call 
MRF412 MO 119.50 MRF586 4.93 2N697 .95 2N6057 4.20 MPS2369 .60 $D1452 @ Call 
MRF420 18.00 MRF607 4.93 2N706 95 2N6080 16.35 MPS2907A 60 $01470 89.90 CASE 305A-01 
MRF421 34.00 | MRF627 15.93 | 2N918 85 2N6081 16.35 | MPS3563 1.95 $0147 59.95 STYLE 1 
ie Mi pom Barez9 Be ayes wee Adee pe MPS3638 1.60 $D1477 MP ~—- 130.00 (.204” PILL) 
MPS3703 ‘60 | $01487 23.70 
MRF422" HiBeta 42.00 MRF64 1 24.95 | 2N1305 2.35 2N6084 16.35 | MPS3866 1.25 SD1487 MP. ——s«451.70 
MRF422 MP*Hi Beta 89.00 MRF644 31.00 | 2N1358 9.95 2N6084 MP =—s«37.50 | MPS6514 65 | $01488 49.80 
MRF422 MO*Hi Beta180.00 | MRF644MP 67.00 | 2N1522 19.95 2N6094@EcG353 36.90 | MPs6519 1.60 | $p1598-1 35.00 
MRF422 MP"Lo Beta169.95 | MRF646 33.00 | 2N2102 1.45 2N6095 @ECG354 38.50 | MPS6531 ‘95 | se4o20 1.45 
(OrgiYellow) MRF646 MP =—s«70.00-«|_-«-2N2219A 95 2N6096 @ECG355 38.80 | MPS6534 1.60 | Se5025 1.55 
MRF426* 22.95 | MRF648 33.00 | 2N2222A plastic .40 | 2NGO97PNP 36.93 | mpse544 95 | $0565) scr 8.75 
MRF426 MP* 53.00 | MRF648MP 70.00 | 2N2222A metal .65 2N6097 MP Ss 79.93 ~'| += MPS8og9 95 
MRF426 Ma* 106.00 | MRF65O 44.93 | 2N2369A '85 | 2N6102 2.15 | MPS8599 ‘40 | Tc106B1 $1.80 
MRF426A* 23.95 MRF650 MP —- 96.00 2N2470 9.95 2N6107 2.25 | MPSAOB ‘40 TIP29A 95 CASE 316A-01 
MRF426A MP* 49.00 | MRF652 18.85 | 2N2857 2.45 | 2N6166 Moto 59.00 | MPSA13 205 | cee 1.35 STYLE 1 
MRF426A MQ* 104.00 | MRF652S 18.40 | 2N2876 14.93 | 2N6179 110 | MPSA14 ‘45 | «TP30C 2.65 
MRF427** 25.00 | MRF653 21.93 | 2N2905A 65 «| 2NB214 6.90 | mpsa42 ‘40. | (TPS1 75 
MRF427 MP** 54.00 | MRF653S 23.93 | 2N2907 55 | 2N6233 4.75 | MPSA55 50 | (TIPSIA 95 
MRF427 MO"* 108.00 | MRF654 26.00 | 2N2907A 55 2N6236 SCR ‘60 | MPSA63 ‘60 | (TIP31B 1.00 
MRF428 MP** 142.00 MRF658 43.25 2N3019 95 2N6255 4.35 | MPSA92 ‘40 TIP3IC 1.15 
MRF428 Ma** 284.00 MRF660 21.93 2N3055 1.75 2N6258 7.50 | MPSA112 ; TIP32A,C 95 
MRF429 59.93 | MRF750 1450 | 2N3252 70 | 2N6259 5.95 | MPSD54@eccc232 2.00 | !P32B 1.15 
MRF429 MP** 149.00 | MRF752 24.00 2N3375 27.83 2N6286 6.80 | MPSHO4 ‘40 TIP33A,B,C 2.65 
MRF429 MO** 298.00 | MRF754 40.00 2N3439 2.95 2N6316 1.15 | MPSHIO 95 TIPSSB 3.15 
MRF433 17.73 | MRF837 4.33 2N3440 2.95 2N6386 2.00 | MPSH32 1.80 TIPATA.B,C 1.05 CASE 317-01 
MRF433 MPs“ 40.00-'|« MRFB839 29.90 | 2N3501 1.80 | 2NG455-MP 49.00 | mpsuas 1.95 | TlP42B 1.05 STYLE 2 
MRF433 MQ —«80.00:-|_-MRF843 37.93 | 2N3553 3.60 | 2N6456MQ 124.73 | mpsu57 2.25 «| ‘TiPa2c 1.10 (MACRO-X) 
MRF435 MP* 143.00 MRF843F 59.93 203663 1.60 2N6505 scr 4.25 | MPX093 17.75 Sipe He 
MRF435 MQ" 300.00 | MRF846 56.80 2N6552 2.65 
MRF448"* 94.00 | MRF847 49.90 | 2N3632 27.83 2N6558 2.85 | MS1307/MPS1307 $5.95 he nea 
MRF448 MP** 205.00 | MRF873 57.73 | 2N3634 90 | 2N6660 4.35 | NE32184A $895 | S109 te 
MRF448 MO"* 490.00 | MRF891 4773 | 2N3644 59 | 2N6668 3.80 | Nsp102 3.95 ye an 
MRF449 22.00 | MRFSOI 160 | 2N3771 3.50 2N6986 198.60 
P124-401 $19.95 | TIP110 1.40 
MRF449MP = 49.00- | MRFQ11 5.70 | 2N3772 3.95 : 
N152 $6.95} PN2222A 35 «| ‘TIPI11 1.15 
MRF449_ MQ —«-102.00 | MRF941 3.33 | 2N3773 Oey ee 
PN2905 ‘45 «| sTIP112 95 
MRF449A MP 49.00 | MRF9S51 3.75 | 2N3819 1.75 abe pee Bacay a5) rb t20 ee 
MRF449A MQ 102.00 | MRF966 5.93 | 2N3820 2.90 ue ae (ate 30 | ospi2s M CASE 317D-02 
MRF450 15.00 | MRFIOISMB 53.90 | 2N3822 1.95 ote red Boncehs * bia; a STYLE 2 
MRF450 MP —s 34.00 ~'| MRF1035MB —s61.85-«|-s« 2N3866 1.75 ‘te 
3N212 5.95 PT5767 19.95 1 2.20 
MRF450MQ «68.00 -| MRF1090MA 57.50 | 2N3902 4.80 TP147 790 
3N213 5.95 | PT6619 @ Call 
MRF450A 19.93 | MRF1090MB 43.75 | 2N3903 20 caeenaa rang. | TIP3055 365 
MRF450A MP 46.00 ‘| ~MRF1150M 78.70 | 2N3904 35 A50-12stud $19.50 | pra803 sei90 | | PTRFSSS 475 
MRF450A MO 92.00 MRF1150MA 78.70 2N3906 .35 B2-131 @ 21.90 PT8873 12.00 
MRF453 19.83 MRFI150MB 53.90 2N4012 14.93 BERGO Pol spre57s 19.50 TXL-50 $13.85 
MRF453 MP «46.00 | MRF1946 21.90 | 2N4036 2.95 | Fri 2401 pro730 sosu he 14,35 
MRF453MQ = 93.00 | MRF1946A 23.93 | 2N4048 19.95 | geR96 2.75 AXL-80 1850 
’ PT9730 F 18.50 | TxL-125 19.50 
MRF453A 21.93 | MRF2628 20.00 | 2N4123 45 BFY.90 bast |e pea bere 
MRF453A MP 48.00 MRFSO11L 3.33 2N4124 65 BLW78 42.00 the ant U309 Moto $3.95 EO EC Ae 3 
MRF453A MO —«946..00 SRF2072 14.00 2N4125 50 BLW86 1950 PT9 U310 Moto 3.95 re, 
PT9734 28.00 (CS-12) 
MRF454 16.95 | SRF2072MP 31.00 | 2n4222 sreT 70 | pixia 2700 20-28 15.00 
PT9783 MP 89.00 
MRF454 MP 37.00 SRF2072 MQ 62.00 2N4342 JFET 1.25 BLY89C @ 15.83 
O47 PT9784 @ Call 301-695-5 $18.00 
MRF454 MQ 74.00 SRF2442K 5 2N4392 JFET 60 
BLYSOCE 23.00 | pTg9852 22.75 301-696-6 15.00 
MRF454A 21.95 SRF2483 26.75 2N4401 35 20 
MRF454A MP 48.00 SRF2648 21.25 2N4416 180 ane 2.35 0100¢ $35.00 301-733-4 18.00 
MRF454A MQ 99.50 | SRF2818K 16.95 | 2n4427 2504 | “erwonge 2.95 | RCA3055 1.20 ICIPLL/AUDIO 
MRF455 13.45 | SRF3417 @@@ | Na429 ek ae 19.00 | gca40582 ATLAS 1495 | 706BPC $12.95 
MRF455 MP  —«-29.90_-|-« SRF3614 35.75 °N4430 BUS 1.95 | 2ca40602 MOSFET 5.93 74HC139 95 
MRF455MQ 59.80 | SRF3614MP 7550 | onaq31 18.95 BYI-1Z 10.50 | pca4o673 MOSFET 5.93 AN103 2.00 
MRF455A 19.95 | SRF3627 14.95 | onsqag 5.90 C12-12 24.30 | pF120 Call AN2140 4.45 CASE 332A-03 
j cn1601 Call 
MRF455A MP 44.90 ‘| SRF3653 Call °N5090 29.90 RF2123 1500 | AN240P 2.15 STYLES 1.2 
MRF455A MQ ~—89.00 SRF3653 MP* _— all ®N5109 325 CD2097 14.95 RFEP25 17.95 AN374P 4.45 (280” PILL) 
MRF458 21.95 SRF3653 MQ* Call 02545 @ 25.00 AN612 3.95 
MRF458MP  —s- 48.85.-«|~—« SRF3662 AN829/P/S 5.95 


QUANTITY PRICING AVAILABLE 


36.95 


MP=Matched Pair MQ=Matched Quad 


é 


PRICE AND AVAILABILITY SUBJECT TO CHANGE 


CASE 333-04 
STYLE 1 


CASE 333A-02 


STYLE 1 
(MAAC PAC) 


£P 


CASE 368-02 
STYLES 1, 2 
(HOG PAC) 


<2 


CASE 375-03 


CASE 382-01 


CASE 397-01 
STYLE 1 


CASE 412-01 
STYLE 1 


CASE 744A-01 
STYLE 1 


PLL 


Part No. 
IC/PLL/AUDIO Con 
AN1324 

AN6541 


BA501 
BA521 
BA10324A 
BA5404 


CA3018 
CA3020 
CA2028 
CA3081 
CA3081N 
CA3083N 
CA3085 
CA3086N 
CA3094T 


DS88570 
DTA124EK 


CX7925B $ 


HA175555 
HD14093BP 
HD74HC688P 


ICM7207IPD = $ 
ICM7208 


1R2429 


L555CP 
LA1260 
LA1266 
LA2110 
LA3401 
LA3600 
LA4140 
LA4160 
LA4165M 


“LA4180 


LA4192 
LA4440 
LA4446 
LA4460 
LA4465 
LA4480 
LA4508 
LA4510 
LA4555 
LA4557 
LA4705 
LA5521 
LA7210 
LA7330 
LA7520 
LA7550 
LA7800 
LA7801 
LA7820 
LA7824 
LA7837 
LA7850 
LA7910 
LA7912 


107120 
LC7130 
(C7131 
LC07132 
107137 


LM34CZ 
LM301N 
LM304H 
LM308AN 
LM310J 
LM311N 
LM317T 
LM319N 
LM320K-5.0 
LM320T12 
LM324AN 
LM330T 
LM334Z 
LM335Z 
LM336Z 
LM340K5.0P 
LM340T-5.0 
LM345K5.0 
LM348N 
LM358N 


Net 


tinued 


$4.35 
10.50 
4.20 


1.25 
1.45 
3.10 
2.45 
3.45 


$5.95 
89 


19:95 


$. 
2.20 


11.95 
21.95 


$5.90 


$. 
2.25 
4.25 
3.55 
3.05 
1.65 
1.10 
2.05 
4.55 
1.65 
3.00 
3.95 
3.65 
4.60 
3.05 
4.55 
3.45 
1.15 
2.05 
3.15 
6.25 
1.30 
3.00 
5.45 
4.00 
3.60 
2.90 
2.10 
2.80 
3.00 
2.85 
4.30 
1.20 
1.25 


$6.95 


5.45 
5.35 
6.00 
6.93 


$7.45 
1.80 
3.75 
3.30 
4.45 
3.15 
1.95 
3.20 
2:25 
1.60 
1.45 
1.95 
2.30 
2.70 
6.90 
5.95 
3.75 
5.95 
2.45 
395) 


WHITE THERMAL 


TRANSISTOR 
GREASE 
$1.95/Tube 
$13.95/Lb. Can 


QUANTITY PRICING AVAILABLE 


AUDIO « 


Part No. Net 
LM361N 1:95 
LM373N 6.93 
LM380N 1.95 
LM380-5 1.95 
LM380N-8 1.95 
LM381N 5.25 
LM383T 2.15 
LM386N 1.35 
LM393N .80 
LM614CN : 

LM709CN 2.75 
LM711N 3.55 
LM723CH 3.05 
LM723CN 1.77 
LM733CN 1.40 
LM747CN 2.40 
LM748CH 3.30 
LM1458N 1.25 
LM1488N 1.40 
LM1489N 90 
LM1496N 4.50 
LM1741 1.30 
LM1871N 5.95 
LM1872N 5.95 
LM2902N 1.15 
LM3900N 2.20 
LM7915 2.55 
LM8560 Zoo 


M4538BP $3.95 
M51182L 3.25 
M51516L 89.60 


M5223L 1.60 
M51953BL 2.30 
M54460L 4.20 
13.00 


M54929P 
MA27B 
MA862 


MB3712 $2.80 
MB3713 3.45 
MB3756 3.45 
MB3759 3.95 
MB87001-P : 

MB8719 12.93 


MC74HC139 $ 95 
MC78LO5CP 50 
MC78LO8CP 50 
MC78L12CP 50 
MC79LO5ACG 5 
MC79L05CG 50 
MC79M12AHC 15 
MC1350P 3.15 
MC1438R 12.95 
MC1590G 6.95 
MC1496D 3.50 
MC1496N 3.50 
MC1496P 3.50 
MC3104P 3.90 
MC3350P 1.65 
MC3351-P ; 
MC3357D 2.75 
MC3357P 3.25 
MC3401-P 2.89 
MC3456P 3.20 
MC7805 = (7805) 1.25 
MC7805CK (TO-3) 2.95 
MC7808CT (7808) 1.25 
MC7809CT (7909) 1.25 
MC7812CT (7812) 1.25 
MC7815CT (7815) 1.25 
MC7906C (7906) 1.25 
MC7918CK (10-3) 2.95 
MC9809 c 
MC14001UBCP 90 
MC14008BCP 2.90 
MC14016BCP 1.25 
MC14023BCP 75 
MC14071BCP 90 
MC14081BCL 1.25 
MC14163BCP 
MC145106P 9.90 
MC145145P 10.90 
MC145156 7.95 
MC145151P2 8.85 
MC145406P 3.95 


MM5221EDS 


MWA110 $8.80 
MWA120 8.95 
MWA130 9.25 
MWA230 9.45 


NE555 $ .60 
NE602 4.50 
NJ11012 8.80 


DIODES 


Part No. 
NJM2902 
NJM2902M 
NJM2904M 
NJM404AS 
NJM4558-E 
NJM4558-S 
NJM7809A 


MAC10-1 
PLLO2A 
PLLO2A-G 


78LO5A 
78LO8A 
78MO8CG 
78MO8HC 
7905C 
7906C 
RFP78P08 
RN1202 
RN1203 
RN1204 
RN1213 
RN1402 
RN1404 
RN2202 
RN2427 
SL560C 
SN74LS07 
S042P 
S062DH 


STK436 
STK573 
STK2110 
STK5441 
STK6325A 
STK6982 
STK6982H 
STK7308 
STK7348 
STK7358 
STK7373A 
STK7573 


STR5412 
STR10006 
STR11006 
STR41090 
STR50103A 
STR50213 
STR53041 
STR54041 
STR58041 
STR59041 


TA75S01F 
TA78LOO6AP 
TA7061 
TA7061BP 
TA7089P 
TA7140BP 
TA7205AP 
TA7217AP 
TA7218-GL 
TA7222AP 
TA7227P 
TA7230P 
TA7232P 
TA7233P 
TA7241AP 
TA7242P 
TA7243P 
TA7245BP 
TA7250BP 
TA7251P 
TA7263P 
TA7273P 
TA7279P 
TA7281P 
TA7299P 
TA7302P 
TA7310P 
TA7313AP 
TA7317P 
TA7318P 
TA7320P 
TA7341P 
TA7342P 
TA7334P 
TA7344P 
TA7359P 
TA7403P 
TA75902P 
TA7604 AP 
TA7609P 
TA7611AP 
TA7613AP 


Net 
1.85 
1.85 
1.85 
2.25 
2.25 
1.35 


use 7809A 


$. 
16.93 
16.95 


$ .95 
95 


see MC7905 
see MC7906 


3.25 
1.25 


1.25 
1.20 
1.20 
1.20 
1.20 


16.95 
1.85 
7.93 


$8.80 
9.45 
9.45 
7.90 
9.20 
13.95 
S75 
7.75 
6.25 
8.50 
9.45 
$8.63 
9.60 
10.45 
8.45 
8.85 
11.40 
7.95 
7.45 
13.95 
10.45 


$1.95 
.95 
1.40 
1.90 
3.90 
3.65 
2.90 
4.93 
5.25 
2.05 
4.15 
3.70 
4.13 
4.10 
4.55 
4.85 
4.90 
5.33 
4.70 
4.95 
4.95 
5:35 
4.75 
3.95 
3.95 
3.85 
3.95 
1.45 
2.35 
5.83 
2.90 
1.70 
1.40 
2.33 
2.15 
275 
2.25 
3.00 
3.25 
4.45 
5.43 
2.70 


RECTIFIERS 


Part No. 
TA7628HP 
TA7628P 
TA7629P 
TA7640AP 
TA7641BP 
TA7644BP 
TA7654P 
TA76688BP 
TA7670P 
TA7672P 
TA7673P 
TA7680AP 
TA7691P 
TA7707 
TA7717AP 
TA7718P 
TA7719P 
TA7718P 
TA7748P 
TA7757P 
TA7758P 
TA7761 
TA7769P 
TA7777N 
TA7783P 
TA7796P 
TA7809S 
TA8029S 
TA8108AP 
TA8109AZ 
TA8110AP 
TA8113P 
TA8118AP 
TA8119P 
TA8126S 
TA8127N 
TA8135P 
TA8189N 
TA8202K 
TA8205AH 
TA8210AH 
TA8215L 
TA8216H 
TA8217P 
TA8221AH 
TA8605N 
TA8607P 
TA8620P 
TBA810B 
TBA810P 


TC40H373 
TC4001BP 
TC4011BP 
TC4020BP 
TC4029BP 
TC4066BP 
TC4069UBP 
TC4511BP 
1C4518BP 
TC5032P 
TC5080P 
TC5081AP 
TC5082P 
TC8830AF 
TC9106BP 
TC9109BP 
1C9122P 
1€9123 
TC9130P 
T9142 
TC9147BP 
TC9148P 
TC9149P 
TC9150P 
TC9153AP 
19181 
TC9303AN01 


TD6102 
106111P 
TD6709N 
TD62004AP 
TD62551S 
TDA1021 
TDA1519A 
TDA1905 
TDA2004R 
TDA3653C 
TL496 
TMS1024 
110681 


Net 
2.95 
3.35 
3.93 
2.95 
go 
8.35 
1.75 
2.05 
9.65 
7.95 
3.95 
5.55 
4.15 


5.95 
7.25 
4.45 
7.25 
3.85 
2.85 
2.75 
6.95 
2.50 
14.95 
3.95 
3.45 
3.95 
5.45 
2.95 
4.65 
3.10 
5.45 
1.95 
3.90 
4.30 
3.50 
4.25 
2.80 
4.75 
5.30 
6.65 
6.85 
7.95 
2.40 
9.95 
7.30 
5.95 
7.70 
2.45 
1.40 


$4.45 
ato 
95 
2.25 
1,95 
fed 
1.45 
2.35 
3.95 
7.65 
13.95 
3.75 
3.85 
9.95 


8.93 
9.75 
6.90 
3.65 
3.95 
8.95 
2.95 
4.55 
6.75 
3.95 
9.95 
8.95 


$3.75 
4.75 
4.75 
2.75 
4.45 


3.15 
6.95 
4.90 
1.85 
9.95 


UHICOOG/ECG1247 $15.00 


uPA81C 
uPB571 


PRICE AND AVAILABILITY SUBJECT TO CHANGE 


3.45 
9.95 


Part No. Net 
uPC151C 2.95 
uPC258C 1.49 
uPC277C 1.39 
uPC358C 1.49 
uPC575C2 5.95 
uPC577H 2.45 
uPC1028H @ 5.95 
uPC1028HA 2.45 
uPC1037HA 3.49 
uPC1042C 3.90 
uPC1181H 12.93 
uPC1182H 12.93 
uPC1185H2 12.43 
uPC1241H 3.45 
uPC1242H 3.95 
uPC1615G 5.93 
uPC 16526 9.95 
uPC 16886 7.95 
UPC2000 : 

uPD858 8.95 
uPD861C 6.95 
uPD1913C 5.50 
uPD2819 8.95 
uPD2834C 14.95 
uPD4028 1.29 
uPD4094 3.55 
uPD4512 1.00 
uPD82C43C 6.65 


SPECIAL DIODES 
1S2076A $1.45 
1$$53 1.55 
18870 Call 
18885 285 
1$S97 1.15 
188108 2.93 
18$133 a5 
18S153 1.25 
188154 1.95 
188177 70 
188181 1.25 
1$S184 1.25 
188187 90 
18S190 85 
1$$193 .85 
188226 195 
1$S301 95 
1881587 75 


BA282 $1.95 


HSM88AS $1.40 
HSS-101 2.75 


STV-3H $4.20 
SV-03Y 
$V0310 3.00 


MDOO1H PIN = $14.35 
MDO03A PIN 12.50 
MDO03H PIN 13.20 
MDOO4H PIN 24.20 
MDOO7L 12.50 


MI301 PIN $3.00 
MI308 PIN 3.00 
MI402 PIN 3.25 
MI407 PIN 3.75 
RLS135 PIN 3.50 


MV209 $2.25 
MV2110 2.45 


DIODE-RECTIFIER 
1N23WE $5.00 
1N34A 
1N38A/B 
1N55A 
1N70 
1N198 
1N270 
1N914 
1N916 : 
1N1184A 30A 6.90 
1N1596R 6.90 
1N2611 50 
1N2637 HV 29.95 
1N3293R 18.50 
1N3491 3.85 
1N3491R 3.35 
1N3600 : 
1N3666 1.90 
1N3680 : 
1N4001/2/3 .20 
1N4004/5/6 30 
1N4007/8/9 40 
1N4148 .20 
1N4454 25 
1N4437 
1N4997 
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ZENERS 


Part No. Net 
1N5401 3A100v  =—.30 
1N5402 45 
1N5404 45 
1N5406 3A600v 45 
1N5407 AB 
1N5408 3A 1Kv 45 


6A05 6A 50v $ .60 
6A2 6A 200v 10 
M2.5 2.5A/1Kv 40 
MBR3035PT 4.55 
MR751 7A 100v .90 
MR822 2.10 
MR2000SR 2.10 
120257 Hnry 39.00 


BRIDGE RECTIFIER 
1N4437 $9.95 
KBF 2A 400v 3.95 
3N246 2A50v 1.20 
3N257 2A600v 2.85 
BR5005 30A 100v 4.95 
KBC25 25A 2.85 
MB351 35A 100v 5.35 
MB352 35A 200v 5.75 
MB35005 35A 50v 4.90 
MDA110A ecc170 ©.2.70 
MDA210 2.75 
MDA920-5 ; 
MDA942A-3 395 
MR322R 3.35 
KBC10-06DW 3.95 

10A600v 
KBC35-04 35A, 400v 5.95 
WO6M 1.5A600v ‘1.00 


ZENER DIODES 
250MW 
IN706A 5.6v $.35 


400 MW 
IN751A 5.1v $40 
1N752A 5.6 40 
1N753A  6.2v 40 
IN756A 8.2y 40 
1N961B 40 


500MW 
1N5230 4.7 10 
1N5240 = 10v 10 
1N5246B16y /0 


1W 
1N3826A 5.1v 90 
1N4730 3.9v 90 
1N4733A 5.1v  .70 
1N4735 6.2y 10 
1N4736A 6.8v  .70 
1N4740 10v 10 
1N4742A 12v 10 
1N4744 15v 10 
1N4746A_ 18v 10 
1N4747A  20v 10 
1N4751A 30v 10 
1N4756A 45y 90 


5 W 
1N5234B 3.6v $ .95 
1N5240B  6.0v 95 
1N5245B 8.2v 95 
1N5246 9.1 95 
1N5248B liv 95 
1N5338B 5.1v 1.55 
1N5353A 16v 1.75 
1N5355B  18v = 1.75 
1N5357A 20v = 1.75 
1N5361  27v 1.75 
1N5366B 39v = 1.75 
1N5367 43v 1.75 
1N5375 82v 1.75 
1N5369B 51v 1.75 
1N5388B 200v 1.75 


10 W 
10v $10.85 
39v 10.85 
100v 10.85 
5.1v 5.65 


1N2498 

1N2992B 
1N3005B 
1N3996A 


~ 1N3999A 6.8v 5.65 


50 W 
1N2805A 7.5v 
1N2832B 56v 
1N2837B 91v 
1N3305B  6.8v 
1N3306B 7.5 
1N3307B  8.2v 
1N3308B 9.1 
1N3309B 10v 
1N3311B  12v 
1N3315B 16 


19.95 
19.95 
19.95 
12.99 
15.95 
15.95 
15.95 
15.95 
15.95 
15.95 
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BROADBAND FERRITE TRANSFORMERS 
for 3-50MHz Solid State Amplifiers 


Universal Input & Output transformers for use in Linear and Class-C amplifiers. Com- 
monly used in commercially built amplifiers using MRF454, MRF455, 2SC2290, 
2SC2879, and similar transistors. Transformers are built in various lengths from %” 
O.D. ferrite. Examples of transformers and circuit designs will be found in the 
MOTOROLA APPLICATION NOTES. Simply wind Teflon or Hi-Temp Wire for desired 
turns ratio. 


CHOKES FOR SOLID STATE 
& TUBE AMPLIFIERS 


AIBN \ 


10-24 
$3.00 
3.15 
3.60 
3.85 


P/N Length 1-9 
T-1/4 vs $3.30 
T-1/2 Vai 3.50 
T-3/4 nn" 4.00 
T-1 ie 4.25 


25-49 
$2.70 
2.85 
3.25 
3.45 
3.75 
4.75 


50-up 
$2.40 
2.55 
2.90 COILED RF CHOKES 
3.00 PIN Ma. MHz. Fig, 1-9 10-24 uH. = Ma. LxW in.) 
T-1.25° 14%" 4.65 4.20 3.30 2-7 1000 3-20 G $12.95 $11.35 0.22 400 5/16 1/8 

4.30 Z-14 680 = 7-35 6195) n-55 0.39 2A 9/16 3/16 


T-1.5 1%" 5.65 5.20 
d ; 2-28 600 20-60 4.95 3.95 0.56 400 5/16 1/8 
You may mix transformer lengths for best price. 7-50 1000 35-110 3.75 3.00 0.7 oA ee 


2-144 1.8 1100 80-200 350 280.1 49> 2” 96 
HIGH POWER INPUT & OUTPUT COMBINERS 


2-235 0.8 1700 160-350 M 350 280 | 99 29 14 
2460 0.2 4000 320520 M 350 280 | 49 ca 1% 

* Designed for improved power handling capability. P300 0.3 3000 1-30 4.25 3.40 10 400 3/8 

* Low loss materials yield excellent circuit efficiency. (P300 is a Spurious Supressor choke) 17 400 1/2 

* Ideal for power upgrades using new high output transistors. 

* Optimized for 14-35 MHz. (3.5 MHz available.) 


10.24 
$ .60 
.60 
60 
60 
.60 
j .60 
3:35) aa2-70 
5 .60 
“i .60 
(use 17 uH.) 
1.75 1.45 
4.25 4.25 
2.65 2.10 


VK200 FERRITE CHOKES-3 Turns 1.55 ‘ 22 400 7/16 
Available in AXIAL or RADIAL leads 24 800 7/8 


OEM Quantities Available 44 400 1% 
Core Rated Net Net 200 80 1/4 


Size Watts Ea — S/up ye \ca\ MOLDED RF CHOKES Bid fon on 

1/4x1/2 70 $3.00 $2.55 A 2)) , Ma GW in) Fig 19°. 0024 | tan 7g a4 

1/2x1/2 300 3.75 3.20 Me aN 5/16 3/8 $1.50 $1.20 | ism 200 1% 

5x.8 900/5)06'85" 5.50 a /\'\\' 112 3/16 2.50 2.00 25mH 160 718 
.5x1.2 2800 7.75 6.20 1/2 3/16 2.50 2.00 

.4x2.4 5000 19.95 15.95 ; 5/16 1/8 1.50 1.20 

7132 118 1.20 

112 3/16 2.00 

112 3/16 2.00 

5116 118 1.20 

14118 1.20 

\ 7116 118 60 

Sie) 9/16 2.00 

9/16 2.00 

1/2 2.25 

114 1.40 

2.55 


Part 
Number 
COM-1 
COM-2 
COM-4 
COM-6 
COM-10 


Description 
Input 


Input/Output 
Output 
Output 
Output 


1.80 
4.75 
4.20 


Tp eS eOuO OO oS SS Ooo So Se Om 


SSS3232353 253353353 2222222 


10 MH 50 


Two piece snap-together assembly wraps around coax (up to RG-8 size). Also suitable 
for reducing noise or RF on outside of computer cables, power cords, control cables, etc, 
Dimensions 7/8"x1"x1 3/8". Hole size approximately 0.4”. 


P/N FERCKE 1-5 $2.85/ea. 


TRANSFORMER 
12V — 250MA 


Small Transformer for electronics projects. 
Shielded case. Dimensions: 1%”Wx23/s”Lx13/s"H. 


6-up $2.55/ea. 


SPECIAL WIRE FOR RF TRANSFORMERS 


*Also available in 50 & 100 ft. rolls. 


P/N: 56-010-006-1 Net, ea. $3.95 


High Temperature Insultation Teflon Insulation 
P/N WIRE GA. NET/10' P/N WIRE GA. 
TEF-14 14 
TEF-16 16 
TEF-18* 18 
TEF-20* 20 
TEF-22 22 
TEF-24 24 


NET/10' 
$5.25 
4.50 
4.00 
4.00 
3.75 
3.75 


For Technical Assistance in component selection 
or crossreference help, our technical staff is available from 
10:00 a.m. to 4:00 p.m. PST (1:00 p.m. to 7:00 p.m. EST). 


Technical and Customer Service Phone: (619) 744-0750 


(Technical or Customer Service departments are not available on our “800” order line.) 


POWER TRANSFORMERS 


Basic designs for use in Amateur Radio Linears 


voc 
780 
700 
700 
850 
850 


25-0300-02 550 VCT 700 


25-0300-01 


FIL5v15A 
FIL5v30A 


1800 2200 


5.0 CT 
5.0 CT 


QUANTITY PRICING AVAILABLE 


TUBES/TYPE 


2 SWEEP 
3 SWEEP 
3 SWEEP 
6 SWEEP 
6 SWEEP 


1 4CX250B/4CX400A 
1-2 4CX250B/4CX400A 
4572B, 5 811A, etc. 


1 3-500Z 
2 3-500Z 


HxWxL(in.) 
3% x3! [8x44 
3%x3x4%% 
B%XZKx4 
3%x4x4% 
2%x4 x4 
2%x2%4x31/8 
4x45 % 


Direct Replacement 
390A 


200X 
"221," 200X 


“321,” early 300A, Skip 300, Lazer, LDO 


350Z, late 300A 


DX300, KW-1 ScriFil/Bias 4CX250B, etc. 


DX-300, KW-1 4CX250B 


PRICE AND AVAILABILITY SUBJECT TO CHANGE 


COMPRESSION MICA TRIMMERS 


TYPE 
Min/Max 


40 
15 


oes 1:55 


4-20 

8-45 

12-65 
25-115 


1.55 
1575 
1.95 
2.40 


6-up 
$1.30 
1.30 
1.50 
1.65 
2.05 


Type 42 


LARGE TYPE 30 


250VDC/S00VDC TEST 


Min/Max 


15 


15-130 $3.85 


65-340 
115-550 
190-760 


4.10 
4.25 
5.30 


6-up 
$3.30 
3.50 
3.60 
4.50 


Type 46 


LARGE TYPE 30-HV 
2500VDC/2700VDC TEST 
PIN Min/Max 1-5 6-up 
L302HV 10-48 $9.95 $ 8.95 
L303HV 45-105 10.45 9.45 
L305HV 95-230 11.45 10.25 
L307HV 170-350 12.95 11.65 


¥ 
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VARIABLE TUNING & LOAD CAPACITORS 


275-970 
350-1180 
550-1600 
650-1890 
780-2110 
880-2330 
1150-2605 6.55 
1300-1890 6.90 


LARGE TYPE 30-M 
5O00VDC/1000V TEST 
15-120 $4.60 $3.95 
65-320 4.90 4.20 
100-500 5.05 4.30 
180-690 5.35 4.55 
425-1260 6.35 4.95 
615-1600 6.90 5.85 
730-1785 7.25 6.20 
800-1970 7.55 6.45 
1000-2155 7.90 6.75 
1100-2340 8.30 7.05 
1200-2525 9.00 7.65 


4.40 
5:15 
5.55 
5.75 
6.00 
6.25 


3.75 
4.40 
4.70 
4.90 
5.10 
5.30 
5.55 
5.85 


TYPE 42 

7-40 $1.60 
16-100 1.85 
25-150 2.10 
40-200 2.30 
75-300 2.55 
95-350 2.70 
115-400 3.05 
150-500 3.45 
200-600 3.85 
240-700 4.15 


TYPE 46 
20-180 $1.80 $1.50 
45-280 1.95 1.65 
45-200 1.95 1.65 
75-380 2.15 1.80 
105-480 2.35 2.00 
105-480 2.35 2.00 
140-580 2.55 2.15 
175-680 2.75 2.35 
215-790 3.00 2.55 
300-1000 3.40 2.90 
380-1300 3.95 3.35 
420-1400 4.15 3.50 


Type 30HV is supplied with 4” 
1.35 long shaft instead of screw. 
1.60 
1.80 
1.95 
2:15 
2.30 
2.60 
2.90 
3.30 
3.50 


OUR 
PIN 


MIN-MAX TOTAL PLATE PEAK 
FIG.SEC'S CAPpF. PLATES SPACING VOLTS 
—Wide Spacing for Plate Tuning— 
17 .060 3 KV 
20-240 27 045 2 KV 
20-240 49 .090 3 KV 
7-25 7 .093 3 KV 
5-51 17 
4.41 15 .050 2 KV 
10-70/10-90 34 .065 1.5 KV 3"x2.27x4.6" 
—Close Plate Spacing for Antenna Load Tuning, etc.— 
1 2-20 7 
1 3-25 13 
1 3-30 15 
1 3-33 10 
1 7-140 39 
1 10-140 - 
1 10-200 34 
1 15-250 - 
1 5-75 10 
1 12-300 49 
1 
2 
2 
2 
2 
2 


OVERALL 


You may mix within Type WxHxLl 


Number for best price 


73-175-17 
73-145-25 
73-1100-49 
7660443-8 
074-055 
48APL41S 
20-160 


Note: Part Numbers 10-110 


shown are generic. Some 
vanation may exist in part 
numbers between various 
manufacturers. 


2.6"x2.6"x3.6" 
2.6"x2.6"x8.5” 
S.2EXD cake 


SEC' 
1 
1 
1 
1 
1 
1 
2 


075-20 
074-010" 
APC-30P 
074-033 
48B084E 
MCA140S 
149-10-4 
MC250M 
19075 
20APL300S 
56-36 
CN-20 
CN117 
CN156 
G255 
47-887 


Slot tuning 


1"x152%x24 
.032 
.025 
.032 
025 
25 


Types 30, 30M, 30HV 
Approximate 1:50 Kida 


Size Shown 15.240 35 


15-200,15-420 48 
15-475, 15-475 58 
10-185, 10-330 59 
10-110, 12-180 26 
20-420/20-400 40 


Phantom/Pal 
vernier drive 


JOHNSON VERTICAL PC MOUNT 
AIR VARIABLE CAPACITOR 
TYPE U 


Net 
1-9 


$2.75 
2.75 


OnmMmMMMOOQOVHVAVAVWIAWWWW OHO 


.030 800 V 4.1"x3.57x3.6" 23.95 


“All caps have 4" diameter tuning shaft except 074-010. 2 and 3 section capacitors may be connected in 
parallel for maximum capacitance. 


Total pF Length 
PIN Plates Min-Max (inches) WVDC 
189-501-5 4 1.2-4:2 ~, 40.42 325 


189-502-223 6 1.3-6.7 0.47 325 
(189-502-5) 


189-503-45 8 
(189-503-5) 


189-504-5 10 
189-502-222 10 


189-509-5 20 


10-up 
$2.45 
2.45 


HIGH VOLTAGE FEEDTHRU CAPACITOR 
680pf/6kv 


149.2 0.52 325 2.75 2.45 


1.5-11.6 
1.5-11.6 


2.4-24.5 


0.57 
0.57 


0.81 


325 
325 


250 


Deo 
2.75 


2.95 


2.45 
2.45 


2.65 Ideal for high power amplifiers. Manufactured by Sprague. 


Capacitor body 1”ODx0.5"L. Mounting hole size: 7/16”. Large quantity available. 


You may mix these air variable capacitors for best price. P/N: FEEDTHRU 680pf/6kv Special Buy $2.95 


Same Day UPS Shipping on Orders 
received by 3:00 p.m. PST 


No UPS delivery to P.O. Boxes 


H.V. PLATE COUPLING & BYPASS CAPACITORS 
FOR HIGH POWER LINEAR AMPS 


Max Plate 
Volts 


1 KV 
3.5 KV 


2.5 KV 
3 KV 
1.5 KV 
2KV 
4 KV 


DxL(in.) 
0.8x0.1 
1.1x0.3 


0.5x0.2 
0.5x0.3 
0.8x0.3 
0.7x0.3 
0.7x0.3 


2-DAY AIR DELIVERY SPECIAL: 
RF Parts will ship up to 5 pounds by UPS 
anywhere in the 48 States for $4.95, * 


plus $2.00 handling charge per order. 


Fig. 
A 
A 
B 
B 
B 
B Figure B 
B 


*Limited to 1 cu. ft. size box. 


PRICE AND AVAILABILITY SUBJECT TO CHANGE 


QUANTITY PRICING AVAILABLE 10 


80, 82, 86, 90, 91, 100, 110, 112, 120, 


20, 22, 24, 25, 27, 30, 33, 36, 39, 47, 


CAP GROUP PRICE EACH/Mix 
ee 10-24 
5-50 $1.40 $1.25 
51-100 —- 1.80 1.65 
101-250 2.65 2.50 


4%,” 


CAPACITANCE CASE 
GROUP SIZE 

P/N: DM10-(_ ) 

1-350 PF DM10, DM15 
351-559 PF DM10, DM15 
560-1200 PF DM10, DM15 
P/N: DM19-(_ ) 

5-200 PF DM19, CMo6 
201-460 PF DM19, CMo6 
461-880 PF DM19, DMo6 
881-1700 PF DM19, DM20 
1701-up DM19, DM20 


Capacitors are sold as single 


available from 1 


Technical and 


Types 850S, 858S. Temperature charac- 
teristics: N=N750, Z=NPO, (+)X5U. 
Threaded terminals. 


Type 857. 15,000VDC. Temperature char- 
acteristics: N=N750, Z=NPO. Threaded 
terminals. 


DM10/DM15/CM05 
Approximate Size Shown 


METAL CASED MICA CAPS 


Manufactured by UNELCO, SAMCO, etc. Tolerance +5% 


J101 Standard size. Available in the following PF. values: 3.9, 4, 4.7, 5, 7, 8.2, 10, 11, 12, 
13, 15, 18, 20, 22, 24, 25, 27, 28, 30, 32, 33, 36, 39, 40, 43, 47, 50, 51, 56, 60, 62, 68, 75, 


125, 130, 150, 160, 180, 200, 220, 240, 250, 270, 


300, 330, 360, 390, 400, 470, 510, 600, 680, 750, 820, 1000, 1240, 1500. 


CAP GROUP PRICE EACH/Mix for Best Price T 
tl a 10-24 25-99 100-299 2 | 
5-250 : 


$1.40 $1.25 $1.10 $ .95 l 
251-500 1.60 1.45 1.30 1.15 bes sf | 
501-1000 1.90 1.75 1.60 1.45 Ge 
1001-1500 2.50 2.35 2.20 2.00 J101 


J602 Miniature type is available in the following PF. values: 5,6, 7, 10, 12, 13, 15, 16, 18, 


51, 62, 56, 68, 80, 90, 100, 120, 130, 220, 250. 


for Best Price =n 
25-99 100-299 
$1.10 $ .95 a { 


1.50 1.35 190 202 


You may mix J101 & J602 for best ae. aime [20 
DIPPED SILVER MICA CAPS 


3 ” 
Is DM19/DM20/CM06 


Package Size Qty. (Single Value) 
5 25 100 


, CM04, CM05 $3.50 $11.25 $36.00 
, CM04, CMOS 4.25 17.00 54.00 
, CM04, CM05 4.75 19.00 61.00 


5.50 22.00 70.00 
6.25 25.00 80.00 
6.75 27.00 86.00 
, CM06 7.50 30.00 96.00 
, CMO6 8.50 34.00 109.00 


value. Most standard pF values in stock. 


Package size: 5, 25 or 100 pieces. ( ) = Capacitance pF 


For Technical Assistance in component selection 
or crossreference help, our technical staff is 
0:00 a.m. to 4:00 p.m. PST 


(1:00 p.m. to 7:00 p.m. EST). 


Customer Service Phone: 


(619) 744-0750 


CERAMIC RF DOORKNOB CAPACITORS 


CENTRALAB & HEC TRANSMITTING TYPES 


Type 58/850S Rated 5.0 KV $10.95 
10,.42; 16,920), 25, 28; 30; 33, 37, 50, 67;.75, 
100, 120, 140 PF. 


Type 58/850S Rated 5.0 KV $11.95 
500, 1000 PF. 
Type 58/850S Rated 7.5 KV $12.95 


10, 12, 15, 20, 25, 40, 50, 100, 120, 150, 200, 
250, 500 PF. 
Type 857 Rated 15 KV $29.95 
12, 25, 33, 40, 50, 100, 200 PF. 
Type 857 Rated 7.5 KV 500 PF. $29.95 
Type 715C-Z HD SPRAGUE $34.95 
3900 PF/30 KV 2.7"0Dx1"L. 
4800 PF/20 KV 2.4"ODx1.6"L 

SPECIAL BUY 
ERIE 1900 PF/15 KV $11.95 
Size 1.5"0D x .75”L. Style similar to the 850S. 
Large quantity available. 
MURATA 3300 PF/30KV 2.3"0Dx1"L_ $17.95 


QUANTITY PRICING AVAILABLE 


1] 
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HEAVY DUTY FILTER CAPACITORS 


HEAVY DUTY FILTER CAPS — AXIAL LEAD 


PIN MFGR uF WVDC  ODxLl(in.) Net 
7000-16 RUBYCON 1000 16 O.7x1.6 $70 
501D SPRAGUE 2200 16 O.7x1.6 1.10 
40K TC 4700 +16 ‘Tit date 
ME.6.200 ARCOLYTIC 200 25 0.4x1.2 55 
2200-25 NICHICON 2200 25 O0.9x1.6 1.45 
TCG402 MALLORY 4000 25 0.9x3.2 2.00 
1C1000-50 Ic 1000 «650 = 0.6x1.2—Ss-1.50 
100-100 _RUBYCON 100 100 0.7x1.2 1.70 
BR200-150 CDE 200 150 1.1x3.2 8.50 
47-250 CHEMICON 47 250 0.6x1.2 ~=—-1.90 
100-250A NICHON 100 250 0.8x1.7 3.95 


39D200-250 SPRAGUE 200 250 0.9x2.0 9.95 
39D300-250 SPRAGUE 300 250 1.0x3.6 9.95 


TC69 MALLORY 100 350 0.9x2.6 10.95 
WBR160-350 CDE 160 350 1.2x3.6" 12:95 
TC75 MALLORY 20 450 0.9x1.6 3.95 
53D33-450 SPRAGUE 33 450 =(0.8x1.6 6.95 
WBR40-450 CDE 40 450 0.9x2.0 8.85 
TC80 MALLORY 80 450 1.0x3.0 10.95 
TC807 MALLORY 100 450 0.9x2.6 EpSe 
WBR100-450 CDE 100 = 450 1.0x3.5 11.95 
WBR160-450 CDE 160 450 1.1x4.1 16.95 
WBR60-500 CDE 60 500 1.0x2.5 14.95 
QUALITY FILTER CAPACITORS — RADIAL LEAD 
RAD1500-15 CDE 1500 15 1.0x1.2 $3.00 
VPR162 MALLORY 1600 16 0.8x1.8 1.25 
VPR232 MALLORY 2300 16 0.9x1.7 1.25 
3300-16 NICHICON 3300 16 0.9x1.6 .90 
100-25 NICHICON 100 25 0.4x0.7 .50 
1000-25 ELNA 1000 = 25 0.7x1.0 1.15 
504D SPRAGUE 47 35 0.4x0.6 50 
RAD180-50 CDE 180 50 0.8x1.2 2.00 
3300-50 MARCOM 3300 850 1.0x1.6 2.00 
RAD470-100 MARCOM = 470 100 —(0.7x1.5 2.00 
RAD47-200 CDE 47 200 1.0x1.2 3.00 


RAD15-250 MARCOM he) 250 =: 0.6x1.8 1.60 

RAD47-250 MARCOM 47 250 = 0.7x1.2 1.75 

RAD47-350 SAMHWA 47 350 = -0.7x1.5 2.00 
COMPUTER GRADE CYLINDRICAL ELECTROLYTICS 


PIN MFGR uF WVDC  DxLlin.) Net 
320X6906 SPRAGUE 8200 25 1.4x3.2 $495 
CG (Atlas) MALLORY 40000 25 3.0x3.7 18.95 


CGS153U050 MALLORY 15000 50 2.0x4.2 13.95 
360461F350 SPRAGUE 460 350 2.0x4.2 12.75 


58.8084.5 PHILCO 510 400 2.0x4.2 17.95 
3186GH222T MEP 2200 400 3.0x5.7 19.95 
32d10015 SPRAGUE 450 400 2x3.2 16.95 


320100450 SPRAGUE 100 = 450 1.4x4.2 12.95 
CGS211T450R4C MALLORY 210 450 1.4x4.2 13.95 
TWIST MOUNT METAL CAN ELECTROLYTIC CAPACITORS 
SINGLE SECTION 


PIN MFGR uF WVDC  DxLlin.) Net 
GA50520 “WE 125 350 1.4x3.5 $12.95 
TVL1645 SPRAGUE 320 350 1.4x4.0 12.95 
290-0190 SPRAGUE 40 400 1.0x2.5 12.95 
0180-0133 SPRAGUE 135 400 1.4x3.5 14.95 
UP1AJ57 CDE 10 450 0.8x2.0 10.95 
TVL1730 SPRAGUE 60 450 1.4x2.0 15.95 
FP155 (Heathkit) MALLORY 125 450 1.4x3.0 27.95 
TVL1820 SPRAGUE 40 475 1.4x2.0 14.95 
TVLU1775 SPRAGUE 125+20% 500 1.4x4.0 19.95 
DUAL SECTION 
183-1262 SANGAMO 20-20 450 1.0x2.5 $16.95 
FOUR SECTION 
LLC MALLORY 20-20-20-20 450 1.4x2.5 $21.95 


PLQ-8001 SANGAMO = 30-30-20-20 450 =1.4x3.5 23.95 
Twist Mount Can Phenolic Mounting Plates for 1” or 1.4” Can $ .90 
SNAP LOCK CAN ELECTROLYTIC CAPACITORS 
SINGLE SECTION 


PIN MFGR uF WVDC  DxLiin.) Net 
$10470-100 470 00 TxT4 $3.95 
SLC680-250 M 680 250 1.2x2.1 6.80 


82D122P250 SPRAGUE 1200 250 1.4x2.5 9.95 
LLK2W271MHSB_ NICH 270 = 450 - - 


SURFACE MOUNT “SMT” PARTS KITS 


Components packaged in 30 compartment box for easy storage. 


SMT Capacitor Kit 270 ceramic chip capacitors, 
plus 10 diodes and 10 transistors. 

Contains 10 each of pF values: 100, 120, 150, 180, 220, 
270, 330, 390, 470, 560, 680. Also 10 each of uF values: 
.001, .0012, .0015, .0018, .0022, .0027, .0033, .0039, .0047, 
.0068, .01, .012, .018, .022, .027, .033. Plus 10 pieces 
1N914 & 10 pieces 2N2222. Mfg: Vector Electronic Co. 


P/N: SMT1206CDT Reg. Price $89.95 Net $49.95 


SMT Resistor Kit 300 chip resistors 
Contains 10 each of ohms values: 22, 33, 47, 56, 100, 
150, 180, 220, 270, 330, 390, 470, 510, 560, 680, 1K, 
1.5K, 2.2K, 3.3K, 4.7K, 5.6K, 6.8K, 10K, 15K, 22K, 33K, 
47K, 68K, 100K, 150K. Mfg: Vector Electronic Co. 


P/N: SMT1206R Reg. Price $24.95 Net $17.95 


PRICE AND AVAILABILITY SUBJECT TO CHANGE 
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ITT JENNINGS & KILOVAC VACUUM RELAYS R10 Potter & Brumfield RELAYS 
A. _ as a, | (and their eqiuvalents) 
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Fast acting relays for switching high RF power or High Voltage. Unless noted, coils are 
26.5 VDC nominal, and will work from about 18-30 VDC. Condition: R=Removed from 
working military equipment/tested for operation; N=New. Supplies limited. 


Coil Coil 
Type Amp VOC Q Notes Price 


R10DPOT-PC Enclosed DPDT 2 12 185 Generic R10E2 PCB $10.95 
PIN Fig. = Mfgr. Style Type = Amp KV Goll’ = Time = Cond. Price RIQE2W2V185 A Enclosed OPOT 7.5 12 185 PC 19.95 
RJ1A Jennings Ceramic SPOT 18 3.6 10 8 ms. No Stock R104PDT-PC Enclosed  4PDT 12 185 Same 16.95 
RJ2B Jennings Ceramic SPOT 50 12 270 =: 18 ms. Call" R10DPDT-T Enclosed  DPDT 12 185 Generic R10E1 Term 10.95 
RB1D Jennings Glass SPDT 15 12 265 18 ms. 41.95 AZ420-V10-4H Enclosed DPDT 12 200 Same as R10DPDT-T 10.95 
RB1G Jennings Glass SPOT 15 12 265 18ms. 130.00 R104PDT-T Enclosed  4PDT 12 185 R10E1 Term 16.95 
RF10B Jennings Ceramic SPST 75 15 265 30 ms. 219.95 R101E1Y4V185 Enclosed 4PDT 12 R104PDT-T 16.95 
RB3 Jennings Glass DPOT 30 12/6 120 20ms. 89.95 R10E1L4V185 Enclosed 18.95 
RS8 Jennings _— Glass SPST 75 28 120 30 ms. 69.95 AZ421-V12-203 Enclosed  DPOT 12 110 Term 18.95 
VS-2 Eimac SPOT 7.5 20 = (12vde) 34.95 R10E1X4V185 Enclosed  4PDT 12 185 18.95 
H8/S10 Kilovac Glass SPST 265 41.95 AZ421-1011-IT Enclosed  4PDT 7. 12 ° 185 Term 19.95 
H8/S24 Kilovac Glass SPOT 15 12 265 18 ms. 89.95 R101E1W4V185 Enclosed 4PDOT 7. 12 185 Term 19.95 
H8/S55 Kilovac Glass SPOT 265 119.95 R10E3725-2 Enclosed  4PDT 12 185 Term 19.95 


KC2/S17 Kilovac Ceramic SPDT 250 138.00 R10E2358-2 Enclosed  4PDT 12 185 use R101E1W4V185 
TB3 Torr Glass DPOT 120 98.50 R10E1X2 


LATCHING RELAYS, Pulse to close, pulse to open 

RF1J 4 Jennings Ceramic SPST 4 18 
RF3B 4 Jennings Ceramic SPOT : 7 
RF4B 4 Jennings Ceramic SPST 7 
KC-4/S1* 4 Kilovac Ceramic SPST 


a =e © eo] 
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21.95 R10E4371.1 Enclosed DPDT 12 185 Special 
32.95 R10E4341-1 Enclosed 3PDT 12 185 Special 
21.95 

21.95 R10E2Y2-5800 Enclosed DPDT 12 800 Sensitive 


aw DD 


“Stock Limited R10E3604-2 Enclosed  3PDT 12 185 Not Available 


R50E2Y2V185 C Flatpack ORDI a2: 12 250 = 1.1x0.9x0.4 A2531-09-1 24.95 
AZ531-09-1 C Flatpack DPOT 2. 1z 250 1.1x0.9x0.4 R50 egiv. 24.95 
LZN2-12V C Flatpack DPDT 2. 12 480 1.2x0.8x0.4 Hurricane 350 24.95 
NF2-12V C Flatpack DPOT 2. 12 480 = 1.2x0.8x0.4 Hurricane 350 +~—.24.95 

C 


AMPERITE TIME DELAY RELAYS NT NC2ED-JP Flatpack DPOT 3. 12 400 = 1.0x1.0x0.4 11.95 


be Wide selection available. Call/fax your requirement. Sockets for R10 style Relays (fig. G) PIN: SOC-DPDT $2.00 PIN: SOC-4PDT $3.00 


MISC. OPEN FRAME & SPECIAL RELAYS 


Oe 
(F) 
Coil Coil LxWxH 
G O M PA N Y P/N ig. Type ae q “tg Price 


KASDY Open Frame SPDT 12 115 1.9x1.0x1.3 14.95 
KA5DG Open Frame SPOT 12 115 1.9x1.0x1.3 15.95 


is your bestsource RLY8512 Open Frame SPST 12 100 1.8x1.0x1.3 W88KDX-2 19.95 
: w880X41 Open Frame SPST 24 400 1.9x1.5x1.3 19.95 
LY1-UA-008 Enclosed SPOT 12 150 


¢ Competitive Pricing! | A410-062476 E Openframe DPOT 12 290 1.7x13.0x1.2 14.95 
: : KA11DG Open Frame OPDT 12 120 1.7x1.0x1.2 18.95 
* Top Quality Tubes & Transistors! a 
oe - KA 
«In-depth Stock! | we8x-9 


W88RX2 


* Same Day Shipping! DPOT-12v 


Open Frame OPOT 110 = 7.2k 1.7x1.0x1.2 24.95 
OpenFrame ODPDT 110 ~ 8.2k 1.9x1.3x1.1 24.95 
Open Frame OPODT 12 100 1.9x1.5x1.3 24.95 
Enclosed DPOT 12 160 1.6x0.8x1.1 18.95 
Open Frame OPDT 24 400 1.9x1.5x1.3 W88RX3 22.95 
Open Frame 3PDT 12 100 

Open Frame 3PDT 12 100 1.7x1.0x1.2 29.95 
Open Frame 3PDT 12 110 1.9x1.1x1.3 W88X11 29.95 
Enclosed 3PDT 12 115 2.2x1.5x1.3  10A 240 VAC 29.95 
Open Frame 3PDT 120 7.0k 1.7x1.0x1.2 29.95 


W88RX23 
W88X-11 


Call us First for Fast Service!! es 


: KUP14055 
ORDER DESK 13203106 


Mon-Fri 7 a.m.—5 p.m. PST / 10 a.m.-8 p.m. EST 3PDT10A110v 
1-800-RF-PARTS 619-744-0700 


mamma mT mT MMM 


m 


Open Frame 3PDT 110  8.2k 1.8x1.1x1.3 34.95 
CRH1530 


Delivery Info « Customer Service * Tech Support KA11AG Open Frame DPOT 24vac 75 1.7x1.0x1.2 24.95 


Mon-Fri 10 a.m.—4 p.m. PST / 1 p.m.—7 p.m. EST 1240-2C-120A Open Frame DPDT 120 vac 1.2K 1.6x0.8x1.1 24.95 
KA11AY Open Frame OPDT 120 vac 2.2k 1.6x0.8x1.1 24.95 
619-744-0750 : 


n 


Enclosed 3PDT 110 ~—-9.6k 2.1x1.5x1.3 34.95 


mm 
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2m & 70cm 


LINEAR AMPS 


Features 
High Quality Double- 
sided Board with 
plated -thru holes 


All Mode FM/CW/SSB 


Switchable Lo Noise 


Preamp (except HL35NP) 


* Connectors SO-239 
12.0-13.6 VDC 
Small Size 


* LED Power & Transmit 


Lights 


1 Year Warranty on 
RF Power Transistor 


Input 
Power 
0.5-5w 
0.5-5w 
0.5-10w 
0.5-7 


Output Preamp Current 


Power* Gain Require. 
20-35w 13dB 4A 
20-35w No 4A 
6-60w 15dB 9A 
7-30w 18dB 5.5A 


Model 


HL35V 
HL35NP 
HL62V 
HL36U 


Net 


$99.95 
$69.95 
$179.95 
$229.95 


Size 
A"xB "x14" 
A"xX6%"x1%" 
6"x5 "x2" 
6"x6%"x2” 


BIC-11 & BIC11S 
25-30 MHz Super Penetrator Antenna 


The BIC-11 Super Penetrator is the 
ultimate super wideband center loaded 
mobile antenna featuring an open air, 
quad-angular helical coil design. This 
square coil design provides a greater 
surface area for wide bandwidth and 
high power handling capabilities. 
Constructed of chrome plated solid 
brass and stainless steel to ensure 
years of use without loss of perfor- 
mance or appearance. The center load- 
ing coil is insulated by a solid delrin core 
that provides superb strength and 
shock resistance. The BIC-11's 
frequency coverage is 25-30MHz, 
making it perfect for today's 10 and 11 
meter transceivers. Setting the stand- 
ing wave ratio with the Penetrators is 
as easy as adjusting the whip element. 
Two stainless steel set screws firmly 
hold the adjustable whip in place to 
allow easy SWR adjustments with the 
provided wrench. All Penetrator antennas 
come standard with complete setup 
and mounting instructions. 


BIC-11 Specifications 

Power Handling: 3,500 watts PEP 
* Frequency: 25-30 MHz 
* Shaft Length: 25” * Overall Length: 70” 
+ Mount: 3/8” stud mount 
¢ Type: 1/4 wave center loading 
* VSWR: Less than 1.5 * Impedance: 50 ohm 
« Weight: approx. 2.25 Ibs. 


P/N: BIC-11 $64.95 


2-4 pieces $59.95 


P/N: BIC-11S $64.95 
Similar to BIC-11, 2-4 pieces $59.95 
but with short shaft (overall length 60”). 


Sn sa MOR SSS SSNS ia HV DSS ROT REE ME N 


BIC-11 


You may mix DIC-11 and BIC-11S for best price. BIC-11S 


QUANTITY PRICING AVAILABLE 
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HIGH POWER LOW PASS FILTERS 
FOR COMMERCIAL & AMATEUR 


ES 


The DF Series Low Pass Filters provide unmatched filtering from 1.8 to 
30MHz with a maximum possible attenuation of 100dB (above 38MHz). 
Constructed of chrome plated steel cases, solid copper coils, and low- 
inductance Teflon capacitors to ensure flawless operation. 


DF Series Specifications 

* VSWR: 1 to 1.2 

* Cutoff: 32MHz 

* Attenuation: 70-100dB above 38MHz 
* Dimensions: 8"x5” x 29%” (LxWxH) 


4 KW PEP/2 KW CW $129.95 
7 KW PEP/3.5 KW CW $134.95 
10 KW PEP/5 KW CW $159.95 


* Frequency: DC-30MHz 

+ Design: 13th degree Cauer-Parameter 

* Input/Output: 50 ohms, non-polar 

* Input/output connectors: standard SO-239 
DF4000 
DF7000 
DF 10000 


TA27 & TA28 PREAMPLIFIER 


Switches internally in & out as required during receive-transmit cycle. 


_ Dual-gate MOS-FET circuitry provides low cross-modulation characteris- 
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tics while improving the signal-to-noise ratio of your transceiver. To con- 
tinuously variable gain from -30 to +25 dB gain—giving your transceiver an 
RF gain control. Requires minimum of 0.5w RF .to operate. 


26-29 MHz 

50 Ohms 

1.2:1 or less 

Standard SO-239 

12-13.8 VDC @ 70 mA 

AN X3A"X15/8" 

TA27 Rated input power 0.5-4w Carrier/0.5-12w P.E.P. Max 


TA28 Rated input power0.5-40w Carrier/ 0.5-150w P.E.P. 


Operating Frequency: 
Impedance: 

Input VSWR: 
Imput/Output Connectors: 
Power Requirement: 
Dimensions: 


$49.95 
$57.95 


Remember 
Our Delivery if Fast! 
Our Service is Tops! 
Our Quality is #1! 
Call us first for Best Value! 
For Same Day Shipping, it's 
-1-(800) RF-PARTS 


1-(800) 737-2787 
Fax: 1-(619)-744-1943 


PRICE AND AVAILABILITY SUBJECT TO CHANGE 


pane 


Electronic Corporation 


Carrying case, 
dummy load, 
elements and 

connectors 
Optional 


BIRD 
Thruline® 
Wattmeters 


BIRD 43 Thruline® Wattmeter * Measures both forward and reflected CW 
power in 50W coaxial transmission lines. Low VSWR and insertion loss, + 5% of full 
scale accuracy. Plug-in elements provide a wide choice of frequency ranges from 2 to 
1000MHz and power levels from 1W to 5KW. Select one or more elements to suit your 
requirements. Comes with SO-239 connectors. Other Quick Change connectors 
available. 67/s"h x 5'/e"w x 3°/s"d, 3 Ibs. 


BIRD MODEL 43 with UHF Female Connectors $249.00 
BIRD MODEL 43 with Type N Female Connectors $249.00 
BIRD MODEL 43P-N CW/PEAK WATTMETER with N Connectors $377.00 
BIRD MODEL 43P-UHF CW/PEAK with SO-239 UHF $377.00 


BIRD MODEL 4304A 25-1000 MHz, with one element (included) 
5-500 watts, selectable scales 5, 15, 50, 150, 500w (150w max, 
800-1000 MHz). Similar to Model 43, with UHF connectors. 


BIRD MODEL 4308 440-960 MHz, two-way/trunking/cellular. 1.5-50 
watts, selectable scales 1.5, 5, 15, 50 watts included. Other connectors 
available using Bird Quick Change or Unidapt system. $513.00 


$489.00 


Quick Change Connectors for BIRD Meters 
4240-050 UHF(F) N(F) $8.00 4240-156 TNC (F) 
4240-179 UHF(M) $45.00 4240-132. BNC(M) 
4240-063 N(M),BNC(F) $19.00 4240-160 = TNC(M) 


$16.00 
$51.00 
$23.00 


BIRD Standard Elements 


| Power | fine_| Gave_| Sine’ | “inne | “ate? | “tine | 
MHz MHz 

Bo a Be) ee) 
BC Se Ee ee a EE 
ee ee ee ee 


2500 watts” | 2500+}. =>F"| 250084 | 42500G"% | \eegeanen teeter, 
EO ed Me ED PS 


BIRD Elements for Model 43 Wattmeters 
25-1000 MHz Range Elements 
50H thru 1000H 2-30 MHz Elements 
2500B at 2500C 
2500H & 5000H 2-30 MHz Elements 
10000H Peak Reading 10 kw 


Low Power Elements Available for Model 43 
We can special order the following slugs: 
100mW, 125mW, 500mW $130.00 
1 Watt & 2.5 Watts 90.00 
Specify frequency, as they are narrowband. Usually a special order item, allow 30-45 days. 


Leather Carrying Cases for Model 43 Meters 
Additional Space For Part No. 
6 Elements CC-1 
3 Elements & 8080 Load CC-3 
12 Element Case EC-1 


Price 
$45.00 
50.00 
39.00 


QUANTITY PRICING AVAILABLE 
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DIAMOND ANTENNA POWER/SWR METERS 


SX-Series * Installs between transmitter and antenna for measurement of forward 
and reflected average (CW) and SSB (P.E.P.) RF power, and SWR. Accuracy is 
approximately that of the Bird 43; carrier measurements +5 (typical) of full scale 
depending on frequency and power. Illuminated meter, sensor switch and LED 
indicator. Power ratings listed below are for intermittant operation. For continuous mode 
(CW, FM, etc.) maximum ratings vary with frequency and are listed in the instructions. 
(SX100 requires 20W minimum power for VSWR measurement.) All models have SO-239 
connectors except SX-1000 with Type-N. SX-600 & SX-1000 have dual directional 
couplers. Requires 12V DC for displays. 6”w x 2 '/2"h x 4"d, 2 lbs. 


Model Range Display 
$X100 1.6-60MHz 30W/300VW/3KW 


$X200 1.8-200MHz 5W/20W/200W 
$X400 140-525MHz 5W/20W/200W 
SX600 1.0-160Mz + 5W/20W/200W 
140-525MHz 

1.8-160MHz + 
430-1300MHz 


PW3000 WATTMETER 


Power 
3KW 

200W 
200W 
200W 


Price 
$159.95 
119.95 
139.95 
199.95 
$X1000 200W 


5W/20W/200W 269.95 


PW-3000 wy ne Umites 


O 


INLINE WATT METER 


* Extra large meter movement, 4x2 inches. Wattmeter size: 8°/s’x51/2"x4". 

* Extremely high resolution scales, highest resolution in it's price class. 

* Three selectable scales: 0-30, 0-300, 0-3000; accuracyt 5%. 

» Peak-reading, measures the peak envelope power (PEP) of an HF SSB or AM 
transmitter. Frequency range: 1.8-30 MHz. 

* Check 4 transmission functions to insure your station is operating properly: 
RF output, antenna VSWR, percent modulation, and AM audio quality. 

* Designed for continuous inline operation. Connectors: UHF, SO-239. 


* Optional meter back-lighting. Supply Limited $189.95 


Peak Power Measurement 
Modification Kit 
for BIRD Model 43 & 4300-400 


Wattmeters 
15 minutes/no soldering will turn your Bird into a 
True Peak Reading Meter. 9V transistor radio 
batteries not included. 
Accuracy: CW mode +5%/Peak mode +8%. 
P/N 4300-400 Price: $121.00 


BIRD 20 dB 20 Watt Attenuator Model 8311 BNC (F) Connectors. 
Removed from surplus test equipment. UHF (F) Connectors. 
Uses standard “Quick Change” connectors. N (F) Connectors. 
Excellent Cond. Please specify connectors w/o Connectors. 


$84.50 
82.00 
82.00 
63.00 


New Replacement Meters 
for the BIRD 43 
Fix that broken wattmeter with a new 
calibrated BIRD Meter Movement. 
P/N: 2080-002 $77.70 


PRICE AND AVAILABILITY SUBJECT TO CHANGE 


UNIDAPT® Sampler 


Cut test time in half! With the UNIDAPT Coaxial Signal Sampler you can 
test for RF power failure or inject signal for noise measurements in transmit- 
ter output circuits without dismantling the line! An adjustable BNC female 
port is inductively coupled to the main signal path between N male and N 
female ports which may be replaced with any of the UNIDAPT connector 
ends (purchased separately). The BNC fitting will supply between 20-80 dB 
of attenuated signal (depending on frequency) up to 3 GHz. Ideal for signal 
generators, tap offs, modulation meters or RF millivoltmeters. 


RFA-4059-A Includes N male (PT-4000-003) and N female (PT-4000- 
009) connectors. $45.00 


RFA-4059-A1 Without N male and female end connectors. $39.00 


UNIDAPT® Wattmeter Connector System 


These flange adapters give your wattmeter UNIDAPT flexibility and power! 
Simply unscrew the standard fittings and replace them with our flange 
adapters. Immediately you have every connector in your UNIDAPT kit 
usable with your wattmeter. Save time and always have the right connector. 


RFA-4047 Includes two PT-4010-001 (UNIDAPT Flange Connectors, two 
PT-4000-009 (N-Female UNIDAPT), and two PT 4000-007 (UHF Female 
UNIDAPT). $35.45 


RFA-4045-A For Bird 43, contains RFA-4046-A For Telewave 44A or 
2 PT-4010-001 Unidapt Flange Bird 4304, contains 2 PT-4010-002 
connectors. $14.95 Unidapt flange connectors. $14.95 


QUANTITY PRICING AVAILABLE 


UNIDAPT® Kit 


UNIDAPT® Kit — RFA-4024 
Create any inter-series adapter you need 


Our Universal Adapter is the Key 
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Each UNIDAPT fitting has a common connector end and a univer- 
sal adapter end. Simply choose the two common connector ends 
you need, and screw them together with the universal adapter. It's 
so easy. That's why technicians love it! 


Our ingenious adapter kits let you mix and match any 2 male or female 
coaxial fittings. Build the perfect connector for the job - male to male, 
male to female, or female to female. 


All UNIDAPT® sections are made of silver plated machined brass with a 
gold plated phosphor bronze contact anchored in a Teflon dielectric. 


Thirty pieces are stored in a padded, soft zippered carrying case. 


30 PIECE UNIDAPT KIT CONTAINS: 
6 — Universal Adapters 


2 — UHF-Male 2 — BNC-Male 2 — SMA-Male 
Female 2 — BNC-Female 2 — SMA-Female 
2 — M-UHF Male 2 — N-Male 2 — TNC-Male 
2 — M-UHF Female 2 — F-Female 2 — TNC-Female 


2 — UHF- 


PT-4000-013 
UNIV 
ADAPT. 


$4.90 


Ui, 
PT-4000-004 PT-4000-010 PT-4000-003 
BNC-M BNC-F 


$6.95 $6.95 


PT-4000-011 PT-4000-001 PT-4000-007 PT-4000-002 
TNC-M TNC-F UHF-M UHF-F Mini UHF-M 


$6.95 $6.95 $6.95 $6.95 $6.95 


PT-4000-012 
SMA-F 


$7.60 


-} 


PT-4000-008 
Mini UHF-F 


$6.95 


UNIDAPT AND COAX CONNECTOR PRICING 


PART NO. 
RFA-4024 
RFA-4040 
RFA-4041 
RFA-4070-48 


RFA-4070-72 
RFA-4045-A 
RFA-4046-A 
RFA-4047 
RFA-4059-A 
RFA-4059-A1 


PART NO. 
RFN-1002-1S1 
RFN-1024-1S1 
RFB-1101-1S| 
RFW-1999 


DESCRIPTION 


1-4 


UNIDAPT KIT, 30 pes./Universal Coax Adapters Reg. $124.95 Special $109.95 


UNICABLE KIT, 6 pes. 48” Dbl. Shid. RG/58 cables 
UNICABLE KIT (wio rack) 3 pc. package 
UNICABLE KIT is 48” of Mil RG-58/U with 

2 PT-4010-030 connectors 
UNICABLE KIT same as above but 72” length 
UNIDAPT 2 Flange Plate Kit for Bird 43 Wattmeters 
UNIDAPT 2 Flange Kit Bird 4304 & Telewave 44 wattmeter 
UNIDAPT 2 Flange Kit, 2 Female & 2 Male N-connectors 
UNIDAPT RF Sampler with N-connectors 
UNIDAPT RF Sampler, no connectors 


CABLE CONNECTORS, mix & match for best quantity price 
DESCRIPTION 1-9 10-24 
CONNECTOR, N-Male clamp/solder Belden 9913 $6.85 $5.95 
CONNECTOR, N-Female calmp/solder Belden 9913 6.41 Deeks: 
CONNECTOR, BNC Male clampisolder Belden 9913 6.20 5.35 
CABLE RACK ONLY 6.11 5.55 


PRICE AND AVAILABILITY SUBJECT TO CHANGE 


65.00 
35.00 


15.76 
17.13 
14.95 
14.95 
35.45 
45.00 
39.00 


25.99 
$5.14 
4.81 
4.65 
4.89 
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TOGGLE ROCKER SWITCHES 


Black switches, common to popular accessory equipment. All rated 10A @ 125 VAC. 
Can be used over 20A @ 12 VDC. 


HEATSINK FOR POWER AMPLIFIERS 


This premium quality aluminum heatsink is ideal for construction of 
HF & VHF/UHF amplifiers. Three widths available, each with grooves 


T ty! : Hol Note Net : F : 
ae us wa. see Ig” ae $3.25 to provide attachment of front & rear panels. These heatsinks give 


proper spacing for RF power transistors and bottom clearance for 
two-sided boards. 


Front/R 
By, vice ae Width Tan el ee pag 
Mounting Holes 


Rock C&H 5/5” X TAIBs 4.00 


SPDT Rock Arco 7/16" x 1 1/8” 90A, Pal, W.M.'s ah yee 
Rock 1801 4/2” x 3/4” Small Rocker 2.00 


DPDT Rock 1802 7/8” x 3/4" 3.00 


o> |+ 
- 

o 

¥ 


SPST Tog. Arco hea Old Palomar 3.25 
SPST Tog. Car. 630 3/8” Golden Eagle 3.80 
SPST Tog. Car. DA100 1/2” Common Repl. 3.00 
SPDT Tog. Car. 1/2” Matches DA 100 3.50 


0.31">| [+ 


RESISTORS and DISK CAPACITORS Heatsink Width Length Weight — Net Net 
P/N Inches’ Inches Lbs. 1-9 10-up 
Resistors Carbon Film & Metal Oxide Non-Inductive HS50-3.0 4.125 3.0 0.7 $ 9.00 $ 7.25 
Pack Price Lg. Pack Price HS50-4.7 4.125 4.7 1h) 12.00 9.50 


HS50-6.5 4.125 6.5 1.5 15.00 12.00 
HS50-8.0 4.125 8.0 1.8 17.50 14.00 
HS100-5.9 5.375 Deo 187 17.50 14.00 
HS100-7.8 5.375 7.8 2.3 21°35 17.00 
HS100-9.0 9.375 9.0 2.6 23.20 18.50 
HS400-6.0 7.875 6.0 25 23°39 18.65 
HS400-8.0 7.875 8.0 3:3 31.25 25.00 
HS400-16.0 7.875 16.0 8.6 56.65 45.32 
HS400-24.0 7.010 79.95 


Quantity Sm. Pack Quantity Lg. Pack 
10 $2.00 100 $10.00 
10 2.00 100 10.00 


2.00 25 8.00 
3.00 25 12.00 
5.00 25 20.00 


Ceramic Case 


Lg. Pack 
Quantity 


Wirewound 


Pack Price 
Quantity Sm. Pack 


Resistors 


Price 
Lg. Pack 


: ee RF TRANSISTOR SELECTION GUIDE FOR 
1 4.35 IMPROVED PERFORMANCE AND RELIABILITY 
1 6.95 


IN LINEAR AMPLIFIER APPLICATIONS 


The following suggestions and notes should be taken as a general guideline 
Ceramic Disk Capacitors only, aS amplifier designs and components vary from one manufacturer to 
another. It is recommended that the more complex changes be done by 
experienced techs with adequate test equipment. 


( ) = Resistance, Ohms 


Pack Price Lg. Pack Price 
P/N Description Quantity Sm. Pack Quantity Lg. Pack j 
NPO-( )  1-1000pf, NPO $2.00 $8.00 Typical Power 
C102-50 .001 uF 50v 2.00 8.00 Original Replacement Power Ratings 


5 
5 
C103-50 .01 uF 50v S 2.00 8.00 PartGroup Part _——s-: Complexity Change* AM-FM SSB Notes 
C103-600 01 600v 5 2.25 9.00 MRF421  SRF3662 Not +25% 10 20 Improved Gain 
C104-500 1 500v 5 10.00 MRF421C 2SC2879 (2) +25% 4 15 Higher Gain 
C102-1KV .001 1KV 5 8.00 MRF492. 2SC2879 (1) (A) +10% 4.0 15 — 
ee NY ee ae : ee MRF454. =SRF3795 Not +10% 2.5 8 Select Grade 
cP 0 ; MRF458 MRF492 (1) +15% 2.5 8 High Gain 
C103-2KV ) 16.00 Se 
MRF455 = SRF3775 Not +15% 2.5 6 High Gain 
( ) = Capacitance, pF. SRF2072 MRF492 (1)(B)  +20% 2.5 8 High Gain 
2SC2879 (2) (A) +30% 4.0 15 High Gain 
MRF455A MRF453A (3) Same 2.5 6 Rugged 
MRF454A (1) (3) +10% 2.5 6 Rugged 
MRF412A (1) (3) +10% 2.5 6 Very Rugged 
— MRF492A (2,3) +25% 2.5 8 High Gain 
-] AM Vi E N TIO N CD2545 = MRF453 Not Same 2.5 6 1-30 MHz, Rugged 
ww ce MRF460 Not Same 2.5 6 1-30 MHz, Rugged 
= = . aS MRF454A MRF412A Not Same 2.5 6 Very Rugged 
May 17 19, 1996 : MRF492A (1) +15% 2.5 8 High Gain 
$D1405 2SC2290 Not Same 4.0 15 1-30MHz SSB 
RF PARTS CO. will be at the eek Hamvention pereee QV) ae OB na 
again this year. Booth 364. 2$C2290 2SC2879 (2)(A) +#25% + «94.0. 15 vt 


We will bring only limited. oispiay products this time. 
For those wishing to pick up transistors, tubes, etc., 
please place your order with us by May 13. We will only 
accept Cash or Travelers Checks at Dayton, as we are 
unable to accept charge cards or personal checks. 


(1) Relatively minor part value changes and tuning required to optimize (25-30 MHz). 


(2) Lower input and output impedances require more attention to input and output 
capacitance values in circuit matching or tuning. Additional drive power may be required. 


(3) Mounting holes must be enlarged slightly. 


(A) Output Transformer T-1%, Cap across Transformer 1240 pF Semco. Input drive 
required about 2x original. Increase number of transformer turns. 


*Values are for selected matched parts. All amplifiers should employ negative feedback 
(series R-C collector to base). 
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MOBILE AMPLIFIER PLAN SET 


ON THE JOB COMMUNICATIONS from Ritron 
JBC100 VHF Transceiver 
Made in USA!!! 


Range 1-3 miles (typical), 
dependant on obstructions. 


Duty Cycle-8 hours normal 
operation per charge. 


Powerful 1 watt Transmitter. 


Ni-Cad Rechargeable 
Battteries recharge overnight. 
AC Battery Charger included. NEW!! Assembly plans reminiscent of the old “Heathkit” manuals. Describes step-by- 
step technical and construction details for assembling modern 3.5—29.7 MHz solid 
state amplifiers. Includes listing of easily obtainable parts and their suppliers. Ideal 
boster for low power transceivers including the popular HR-2510, HR-2600, HTX-100, 
RCI-2950, AR-3500. External L.P. filters may be required for 80-15 Meter bands. 
#CAOML $15.00 


Squelch Control. User adjust 
able to eliminate unwanted 
noise. 


PRINTED CIRCUIT BOARD 


You are eligible to operate on one of these frequencies if you are 
engaged in a commercial activity and will use the radio within a 75 
mile radius of your permanent business location. 
“Blue” Channel (154.570 MHz) 
“Green” Channel (154.600 MHz) 
“Pink” Channel (42.98 MHz) 


If you expect to use the radio at unspecified locations for varying 
periods of time: “Red” Channel (151.625 MHz) 


Please specify “Color Group” 


Reg. Price $199.00 Save $50! Our Special Price $149.00 Quality 5"x7” double-sided fiberglass PCB for plan set above. Drilled, ready to 
assemble. Uses two MRF454/MRF455/MRF421/2SC2290, 2SC2879. 


#PCBF1 Regular $25.00 
HEATSINK for above—7.85"x6.0" 2.5 lbs. P/N HS400-6.0 


Special $17.50 
$23.35 


REPLACEMENT PARTS 


FOR SPECIAL HAM RADIO EQUIPMENT 
Technical Support Available 


on HF/VHF Tube & Transistor Power Amplifiers 
through our Customer Service Department. 


_ Monday through Friday 
10:00 a.m.-4:00 p.m. PST/1:00 p.m.-7:00 p.m. EST 


PALOMAR ELECTRONICS 
PS. Board blank #321PS $17.00 
PS. Board assembled #321PSA $45.00 
PS. Board 90A Call 
PS. Board 300A Call 
PS. Board 3502 Call 
Bias Pot, 90A ~2000hm #290-009 2.50 
Bias Pot, 300A 5K Ohm #5314 2.50 
Bias Pot, 350Z 10K Ohm #115R103B 3.50 
Volt. Pot, PS-40 100 Ghm #290-030 1.00 
PCB, TX100F Ampl. blank #PCBTFIOOF 10.00 


PRIDE DX300 & KW-1 
Blower, Special High Output + #87-1250-00 $49.95 


PRINTED CIRCUIT BOARD 
L.V. P.S. Board, blank #82-0300-028 25.00 FOR RF POWER MODULES 
Potentiometer 500 Ohm/4 W #18-5001-02 12.00 


H.V. P.S. Board, blank #82-0300-01 17.00 — 

H.V. P.S. Board Assy #1 #82-0300-01-1 50.00 coe ce : 
#82-0300-01-2 50.00 
#82-4000-01 30.00 | § = $|«. #$§ ,ym——eeess ; ARES 5 , 


H.V. P.S. Board Assy #2 

KW-1 Input PCB, blank 

DX-300 Input PCB, blank #82-0300-03 30.00 
P100/P150 preamp PCB blank #0100-03 9.50 
P100/P150 assembled preamp #0100-03A 27.00 


Preamp Control Board TX5300A #5300AKC 10.00 
Fan Motor for all base amps #BFM1 

Jones 8-pin socket 300A 

Jones 8-pin cable plug 300A 

Transformer for FC40 

Transformer H.V. for 200X 


QUANTITY PRICING AVAILABLE 


P100/P150 preamp assy wirel. #0100-03AR 44.60 
Plate Transformer, H.V. #25-0300-01 109.90 
1800VAC 500mA/2200VDC Bridge 4CX250B 
Transformer/Fil.+L.V. 3lbs. #25-0300-02 54.95 

550VAC CT +6VAC Fil 4CX250B 
ATLAS 210/215 Series: Meter, Black Face 29.95 


MISCELLANEOUS 
Meter, Flat face 3"x1%" Gold Fal&Lazer $23.00 
Crystal, 100 KC Palomar/Atlas/Swan 15.00 


For Mitsubishi, Toshiba, and other RF Power Modules with case style H3 
(M57727, M57735, M57745, M57762, SAU4, etc.). Easily modified to use 
H2 case styles. Includes application notes for module frequencies 50-1300 
MHz. Provides for placement of bypass capacitors and choke coils. Con- 
nections for MC7809 voltage regulator if required. Double-sided FR4 board 
with plated thru holes. Size 4.1”x1.0”. (Module Data Sheet Recommended.) 
P/N: DEM-2318 $15.00 


PRICE AND AVAILABILITY SUBJECT TO CHANGE 


ARRL BOOKS AND MANUALS 


MANUALS AND BOOKS ARE NON-RETURNABLE 


RADIO AMATEURS HANDBOOK 1996 Edition (The “Bible”) NEW! 
Invaluable reference book on design and construction of amatuer radio equipment, 
including transmitters, linear amplifiers. preamps, etc. 1100 pgs, 5 Ib. 

MICROSMITH v2.00 Smith Chart Simulation Software. Includes 48 page Users 
Guide. 3.5” diskette 

5.25" diskette 


ANTENNA BOOK — HF/VHF/UHF-Wire Antennas/Beams; includes software. 
NEW! 17th edition. 736 pgs, 4 Ib. 


ANTENNA IMPEDANCE MATCHING = How to use Smith Chart to maximize antenna 
efficiency. 


REFLECTIONS/TRANSMISSION LINES AND ANTENNAS W2DU 
The truth about antennas, gain. 


ELECTRONICS DATA BOOK Valuable aid to the radio amateur, RF design engineer, 
technician and experimenter. Has commonly used tables, charts, hard-to-remember 
formulas and semiconductor pin-out diagrams, etc. 

SOLID STATE DESIGN FOR THE RADIO AMATEUR Packed with circuit design 
of ham equipment. 

INTRODUCTION TO RADIO FREQUENCY DESIGN Wes Hayward, W7ZOI 
Fundamental methods of RF design of HF, VHF and UHF equipment. Includes 
software. 400 pgs. 

YAGI ANTENNA DESIGN Perform. calcs, yagis, optimization, ground effects, stacking, 
practical designs for 7-28 MHz. Dr. James Lawson, W2PV 210 pgs., hardcover. 

PHYSICAL DESIGN OF YAG! ANTENNAS In-depth electrical and mechanical 


design. Or. David B. Leeson, W6QHS Hardcover 1st edition. 
3.5 inch spreadsheet diskette for BM compatible DOS 


#TRAH $38.00 


#ITRFD 30.00 THE ARRL 


ASMITH35 ~—-39.00 
ASMITH525 39.00 


#AB 30.00 
#AIM 20.00 


ARTLAA 20.00 


AITRFD 
#YAD 


#PDOYA 
#PDOYA3.5 


ANTENNA COMPENDIUM SERIES Each packed with previously unpublished articles 


HF-VHF-UHF. A wealth of unique ideas and technical tips. Volume 1 
Volume 2 
Volume 3 
Volume 4 


UHF/MICROWAVE EXPERIMENTERS MANUAL Design, fabrication, antennas, 
etc. above 420 MHz. 


RADIO FREQUENCY INTERFERENCE How to find it and fix it. 


YOUR PACKET COMPANION Covers everything for packet newcomer/assemb. 
stn, satellites. 


YOUR GATEWAY TO PACKET RADIO Explores fascinating new communications 


mode. 


YOUR RTTY/AMTOR COMPANION = Explore HF Digital Comm. with your Multimode 
Controller. 


SATELLITE EXPERIMENTERS HANDBOOK Information needed to communicate 
through satellites. 
SATELLITE ANTHOLOGY A compilation of OST articles, tracking, decoding & 
ommunication. 
2ATING MANUAL Covers on-the-air operating practices, including satellites. 
= COMPLETE DX'ER — Techniques/Tips/OSL/tried & true techniques. 
WEATHER SATELLITE HANDBOOK How to monitor wx satellites. 4th edition. 


PASSPORT TO WORLD BAND RADIO 1994 Short Wave Listening, frequencies. 
416 pages, 1.8 lb. 


HINTS AND KINKS Best tips/suggestions/projects from OST 1987-1991. 
13th edition. 


UNDERSTANDING BASIC ELECTRONICS Written in an easy to understand style 
for electronics begginers; as well as those who want to brush up on electronics 
principles. Starting with math skills, the book progresses to de and ac electronics 
principles. It concludes with clear, simple explanations of how components like 
diodes, transistors and integrated circuits work. Perfect for students, hams and 
everyone with an interest in the electronics side of ham radio. 

QRP CLASSICS Collection of projects for low power enthusiasts. 

FIRST STEPS IN RADIO Electronics principles for the beginner, helpful for exams. 

NOVICE NOTES A selection of articles for beginners from the OST, how to get on 
the air. 

HAM RADIO HORIZONS What Ham Radio is all about and how to get started. 

LOG BOOK Spiral, the favorite with hams for over 50 years. 


NOW YOU'RE TALKING II. NEW NO-CODE All you need to get your first license. 
2nd edition. 


YOUR INTRODUCTION TO MORSE CODE. For beginners, makes learning code 
and practice fun. 


LICENSE MANUAL Technician Class & Novice wicode. 2nd edition. 
LICENSE MANUAL General Class. 2nd edition, 1.2 Ib. 

LICENSE MANUAL Advanced Class. Current edition. 

LICENSE MANUAL Extra Class. 5th edition (good thru 6/96) 

FCC RULE BOOK 9th edition. 


INCREASE YOUR SPEED Cassette Tapes 10-15 wom 
13-14 wpm 
5-10 wpm 


QUANTITY PRICING AVAILABLE 


HACVOL1 
#ACVOL2 
HACVOL3 
HACVOL4 


#MEM 
#RFI 


HYPC 


#GTPR 


AYRAC 


ASEH 


ASA 
#OM 
#COX 
#WSH 


#PASSPORT 


HHK 


AUBE 
#ORP 
#FSIR 


ANN 
#HRH 
ALB 


ANYT 


AMC 
#LM-TECH 
ALM-GEN 
ALM-ADV 
ALM-EXT 
AFRB 


#CODE1015 
#C0DE1314 
#CODE510 
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BOOKS AND MANUALS 


MANUALS AND BOOKS ARE NON-RETURNABLE 


MOTOROLA RF DEVICE MANUAL Latest in RF Power & TMOS. QUICK N EASY SHORTWAVE LISTENING Guide to getting started in Shortwave. 
New/Revision 7. 2.4 Ibs. NEW! #MRFDM 14.95 Hardcover, 1st edition. #ONESWL 9.95 
MOTOROLA RF APPLICATION REPORTS Application Notes on solid state RF SUPER INDEX FOR RADIO MODIFICATIONS Lists articles & modifications for 
amplifiers. 590 pages, 1.5 Ibs. NEW! #MAR 10.95 popular Amateur, CB, and Scanner equipment. Helps you find the book which has the 
ECG SEMICONDUCTOR INSTANT CROSS. WEW! ECG-212S crossreference information you need. Includes book indices from; Engineers Secrets of Radio; 
book. 18th edition, 2 Ibs. HET2714 5.95 Scanner Repair/Modification Manual; CB Tricks of the Trade; CB Tricks II, Ill; 
ECG SEMICONDUCTOR INSTANT CROSS. Crossreference book on Floppy Disk! CB Tune Up Manual Vol I-VI; Radio/Tech/Modification/all vols.; Radio Handbook, 
5 1/4" HD 1.2MB #ET2602 8.50 23rd Ed.; ARRL Radio Amateurs Handbook, 1996. #CBIDX 3.00 
3 1/2” 1.44MB #ET2604 8.50 HR2510/HR2600 Modification sheet for doubling transmit power using MRF497. (Free with order).  — 
SEMICONDUCTOR CROSS REFERENCE BOOK 490,000 p/n's including replacements Article taken from 73 Magazine. 
for ECG, NTE, Radio Shack, TEC, etc. Four cross references in one. SAMS, 2.5 lbs. #SCRB 24.95 
IC CROSS REFERENCE BOOK FFind replacements or substitutions for 35,000 ICs 
or modules. Sams. NEW! #ICCREF $19.95 
G.E. TUBES—ESSENTIAL CHARACTERISTICS Data, interchange chart. 14th 
edition (1973), 473 pages. AGETUBE 12.95 
RCA RECEIVING TUBE MANUAL Technical Series RC-19. Similar to GE manual. #RC-19 12.95 
RCA TRANSMITTING TUBE MANUAL #TTM 10.95 
TUBE SUBSTITUTION HANDBOOK Accurate guide to ident. & interchanges. 
140 pages. (Best one.) #TSH 16.95 
POWER GRID TUBE CATALOG  Varian/Eimac, 167 pages/1.1 Ibs. #PGTC 5.00 
EXTENDING TRANSMITTER TUBE LIFE IMAC Application Bulletin No. 18 #EAB18 1.00 = : 
RADIO HANDBOOK Excellent handbook on the design and construction of high power SUBSTITUTION 
tube linear amplifiers. Bill Orr, W6SAI. 23rd edition, 3.2 Ibs. H#RHBK 39.95 . cae 
BASIC SOLID—STATE ELECTRONICS Complete Course 1992. Van Valdenburgh, ; . HAN DBOO K 
SAMS, 2.5 Ib. #BSSE 19.95 
SCHEMATIC DIAGRAMS Understanding & use. #SD 16.95 


TRANSFORMERS AND MOTORS Single and 3-phase. SAMS, Hardbound, a 
320 pages, 1.8 Ib. #TAM 29.95 : illiam Smith and Barry Buchanan 


VCR TROUBLESHOOTING & REPAIR Step by step advice for hobbyists/technicians. 

SAMS, 1 Ib. #VCR 19.95 
RADIO/TECH MODIFICATIONS  Mods/Alignment/Diagrams/200+ pages in each 

volume. Volume 8A — ICOM, Kenwood & Scanners NEW! #RTM8A 19.95 

Volume 8B — Yaesu, Alinco, Standard, CB & most other mfgs. MEW! #RTM8B 19.95 
SCANNER REPAIR/MOD. MANUAL  Troubleshooting/repair/flow charts/schematics, 

incl. cellular & channel mods. For many popular BEARCAT/UNIDEN. Volume 1 #SRMM 29.95 
MANUAL, ATLAS 210/215 Schematics, voltage readings, operation, etc. 

Spanish edition available upon request. #SMA210X = 15.00 
MANUAL, PALOMAR 90A_ Schematics, voltages, operation, parts list, pictures. #SMP9O0A 5.00 
OWNERS MANUAL, YAESU FT101E A#MFTI01E 15.00 
MANUAL, PALOMAR 350Z Schematics, voltage s, operation, parts list, pictures. #SMP350Z 15.00 
SERVICE MANUAL, AR3300 & AR-3500 Ranger 10M Xcvr. #SMAR 20.00 
SERVICE MANUAL, UNIDEN HR-2510 10M Xcvr. #SMHR25 17.50 
SERVICE MANUAL, UNIDEN HR-2600 10M Xcvr. #SMHR26 17.50 
SERVICE MANUAL, for CYBERNET “Export” Radios HSMCYEX 15.00 
SERVICE MANUAL, for UNIDEN “Export” Radios ASMUEX 15.00 
SERVICE MANUAL, RCI-2950/2970 10M Xcvr, Revision includes new “SMT”. #SMRCI29 40.00 
SERVICE MANUAL, RCI-5000/6000/9000 VHF Marine H.T. Transceiver. H#SMRC320 ~=—.25.00 
SERVICE MANUAL, RCI-5500/6500/8500 VHF Marine Transceiver. A#SMRCI55 ~=17.50 
SERVICE MANUAL, PRIDE DX300 All schematics/tuneup/parts list, etc. #SMDX300 20.00 
SERVICE/OWNERS MANUAL, ALPHA 76A,76PA&76CA 2 KW Linear Amplifier 

2 &3 3CX400A7 # 8.00 
SERVICE/(OWNERS MANUAL, PRIDE TF1000 Counter Schematics, basic information 

for repairs. #SMTF1000 ~=6.50 
SERVICE/OWNERS MANUAL, DENTRON 160-10L 4 572B tubes #SMD160 7.00 
SERVICE/OWNERS MANUAL, MAGNUS MA1000B KW Mobile Amp. Schematics 

parts list/etc. #SMMA 16.00 
SERVICE MANUAL, PRIDE KW-1 All schematics/tuneup/parts list, etc. ASMPKW1 ~—20.00 
SERVICE MANUAL, SWAN CYGNET 270 #SMS270 12.50 
SERVICE/OWNERS MANUAL, SWAN MODEL 350C #SMS350 15.00 
SERVICE MANUAL, SWAN MODEL 500C A#ASMS500C =: 15.00 
SERVICE/OWNERS MANUAL, GALAXY SATURN Can be used on other export 

radios with same ckt bd.: Super Galaxy, Mirage 88/Galaxy Il, Galaxy 77HML & 

77ViGalaxy 88HML & 88V, etc. Operating Instr. Repair & Conversion Tips, 

Channel Charts for 5 & 6 band versions. MEW! NEW! #SMGAL 24.95 
SERVICE/(OWNERS MANUAL, YEASU FT201 ASMFT201 ~—‘15.00 
“SCREWDRIVERS EXPERT” GUIDE TO CB REPAIRS Lou Franklin #CBEXP 22.00 
UNDERSTANDING & REPAIRING CBRADIOS For the professional Technician. 

Lou Franklin, 2 Ibs. H#UARCB 38.00 
CBPLLDATABOOK New International Edition; the ins & outs of PLL chips. 

Lou Franklin ACBPLL 19.95 
CB TRICKS OF THE TRADE Test/peaking/antennas/& much more. ACBTOTT 15.95 
CBTRICKS Il Schematics of popular linear amps & more. #CBT2 15.95 
CB TRICKS Ill New tune-up info. & many hard to find linear schematics. #CBT3 15.95 ef : Ra 
ENGINEERS SECRETS OF RADIO Tube Amps/Modulation tips/antennas/schematics One Sf i 

[TV interference. H#ENGSEC 16.95 4 : 
CB TUNE UP MANUAL Master Edition, What to cutitweek mods, etc. Reg. $39.95 #CBTUP1 29.95 
CB TUNE UP MANUAL Master Ed./Vol. II, More info on popular xcvrs. Reg. $39.95 #CBTUP2 29.95 
CB TUNE UP MANUAL Master Ed./Vol. Ill, More of the same. Reg. $39.95 ACBTUP3 29.95 
CB TUNE UP MANUAL Master Ed./Vol. IV, Exports/SSB/mic wiring/etc. Reg. $39.95 #CBTUP4 29.95 
CB TUNE UP MANUAL Master Ed./Vol V, Latest equip. and new ideas. Reg. $39.95 #CBTUPS 29.95 
CB TUNE UP MANUAL Master Ed./Vol. VI, More of the same. Reg. $39.95 A#CBTUPG 29.95 
CB TUNE UP MANUAL Master Ed./Vol. Vil. Reg. $39.95 ACBTUP7 29.95 
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RF TAB TRANSISTORS | RF POWER MOSFETS—N Channel HF TRANSISTORS 14-30 MHz, CB/AMATEUR BAND 


Pin SPE (Min) Packagel 
FOR CB AND HAM To 225 MHz VHF AMIEM 1.5-30 MHz, HF/SSB | Device Wottg Watts 8 00 #0 pe 
EQUIPMENT 5 s Outen ae in coe FE Din) aeFackane hve 5 w.23.9:Volts 


in 
Output Input ‘Typical Device Watts Watts dB @30 MHz Style 
ae ae a MRF476 3 0.1 15 221A-04/1 
INPUT OUTPUT Gpe Ic Power Power Freq. _— Package/ Ver_ 
TRANS. W.CW CW PEP dB. cont CC=12.5 or 13.6 Volts MRF475 4 10 221A-04/1 
1 
7 


pA 
— 
Q 
So 
= 
pa 


MRE261" : 1 15 15 20 Vop=28 Volts MRF475 12 1.2 10 221A-04/1 MRF449A 30 13 145A-09 
MRE262" 2 20 30 92 25 MRF134 5 0.2 14/150 211-07/2 | MRF433 125 0.125 20 211-07 | wreaso 50 ri 711-07 
athe MRF136. «=. 15—s«OO.38~=—'16/150211-07/2 | 28C3133 0.5 14 221A-04/21 merason 50 11 1454-09 
MRF264" .7 40 60 19 MRF406 1.25 12. -211-04/2 
MRF475 8 12 12 12 MRF166 20 0.5 16/150 211-07/2 : MRF453  ~=«60 1 241-11 - 
MRF137 © 30-—Ss«O0.75-—«'16/150 211-07/2 | SD1285 211-07 | wpe4s3a 60 7 145-10 
MRE4765 00.1 ved 30005 4 MRF477 221A-04/2 
MRF477. 1.2 40 40 15 MRF171 45 1.4 15/150 + 211-07/2 MRF460 211-11 MRF455  ~=60 13 211-07 
vor MRF172 MRF455A_ 60 13 145A-09 
MRF497* 1.0 50 60 16 MRF412 211-11 
MRF173 80 13/150 211-11/2 SRF2072. 65 14 211-07 
2SC1306 (sub 2SC2166) MRF173CO 80 13/150 316-01/2 2S€2097 316-01 
28C1307 (sub 28C2312¢) pe 


2803241 211-11 SRF3775 = 70 
281945 5 14 18 15 MAFI74 = 125. 8.3" 11-8150 211-1112 | occongg 211-11 | MRF458 80 132", 2th 
2SC1969 1.0 16 22 12 12 210 


MRF142 150 10175 211-11/2 | prqcg o1111 | MRF454 80 
28C2166 2 5 7.5 14 13 211-11 


MRF141G 300 10/175 + 375-03/2 2803240 211-11 MRF492 90 
2803133. 5 13 18 15 MRF151 150 A 13/175 = 211-11/2 $D1487 211-11 SRF3795 90 13 211-11 
MRF176GV 200 17/225 375-03/2 $D1405 211-11 SRF3800 100 14 211-11 
Ratings based on 21-30 MHz use. MRF151G 300 : 16/175 375-03/2 MRF421 211-11 
*=30 MHz values extrapolated from VHF specs. SRF3662 211-11 27-50 MHz, LOW FM BAND 
To 500 MHz UHF AM/FM 2802879 atti Pout Pin SPE (Min) Package/ 


RF POWER MOSFETS—N Channel Pout Pin SpsiFreq. Package! | VCC=28 Volts Device Watts Watts dB @ 50. MHz Style 
Device © Watts Watts dB/MHz Style MRF485 211A-04/1 


MRF426 211-07 | Yec=12.5 or 13.6 Volts 
To 150 MHz ooo 2 Vpp=28 Volts MRF426A 1450-09 | mRe475 4 0.4 10 221A-04/1 


in ps MRF158 ~—s2 20/400 ed . rae MRF497 40 4 10 221A-04/2 
Output Input Typical MRFI61 5 4 135/400 244-043 ae ne eee $p1446 70 7 10 211-07 
Power Power GaindB@ Package/ MRF162 15 i 13.6/400 244-04/3 " MRF492 70 5.6 11 211-11/1 


MRF464 : 211-11 
Device Watts Watts 30MHz Style MRF166C = 20 : 17/400 319-06/3 
ae MORES we Mah Sie MRE164W 20 17/400 412-01/1 $D1407 ; 211-11 MRF492A 70 5.6 11 145-10 


MOARQAMAAMMAAMMM m/s 


On PP PODPHWAN— MD 
Owwwwwwowwwowowvowoana wi— 
TMOOQWAIAIIMYIIM™MIdDYDVMMM Mir 
a mMrMMMOIMMA]AIDM™MM™MdI_:'MSEI YD OMIw 
PoP anNnNwWwouwwrprpHPR: 


AoyyyPpPReDS 


Bs, aa 
Sie | 


Vpp=2 SD1726 211-11 | SRF3800 80 5.6 12 211-11 
DD=28 Volts MRFI63 «251.6 = 12/400 244-04/3 | yprany Tibling menren tweeters > Bloat 


Voc=50 Volts 


MRF138 30 0.6 17 211-07/2 MRF166 40 10/400 211-11 
12/ MRF427 : 211-11 


MRF140 =. 150 47S 21 a2 MRF175GU 150 400 375-03/2 


Vpp=50 Volts MRF177— 100 : 12/400 744A-02112 | mpr4zg 3 : 211-11 Entire catalog contents copyrighted by 
MRFI48 =-30—sO0.5 18 211-07/2 | MRFI77M 100 6.4 = 12/400 390A-01/1 | MRF4z9 211-11 RF Parts Company 1996 
MRF150 150 2.9 17211-1112. | YDD=50 Volts MRF448 

MRF154 ~=600 12 17 368-02/2 MRF176GU 150 14/400 375-03/2 


MRF157 ~—-600 6 20 = 368-02/2 


MOTOROLA BETA CODING 


MOTOROLA uses two methods to designate d.c. current gain (Beta) of popular RF Power 
Transistors; “COLOR DOT” and “LETTER CODE”. (Note: Some transistors may not carry the 
Beta test code.) 


Letter Color Lo Beta Letter Color Med. Beta Letter Color Hi Beta 
Code Dot Range Code Dot Range Code Dot Range 
Brown = 15-23 F Green 48-63 | Blk-Blk 87-108 
C Red 20-32 G Blue 57-78 J Brn-Brn =: 100-125 
D Orange 28-42 H Violet 72-93 K Red-Red 115-140 
E Yellow 38-52 L Org-Org = = 130-155 


Generally speaking, RF powef gain (Pg) and Maximum Saturated Power Output (Po) will be PTTINPOT TTNpur INPUT 
higher with “High Beta” parts, however, amplifiers will tend to be less “rugged” and may Peg as Tee 
M4 Wvees TVee2 | Vo 


require additional stabilization. minh 


L | OUTPUT! 
TRANSISTOR MATCHING ee 
When an amplifier stage has two or more transistors, it is best to have all devices of the 
same gain and output to better equalize power sharing and d.c. current in each device. Other 
companies only offer matching of “Beta Codes"—hardly what matching is really about. 


RF PARTS COMPANY has developed a testing program to provide the service technician 
with PREMIUM MATCHED RF POWER TRANSISTORS, having the best quality and perfor- 
mance: First, we select transistors with the same “Lot Number” and “d.c. Beta”. (This is 
where others stop and call the transistors “matched”.) Next, we test each transistor's B-E, 
B-C, and C-E junctions with a curve tracer to separate out those with “undesirable” junction 
characteristics. Only transistors with low Collector-Base leakage (Icbo) are accepted for 
further testing. Finally, these “PREMIUM” selected parts are placed in a RF Test Fixture, one 
at a time. The test measurement is noted on each part. Our transistor Power Gain test is 
measured at about 50-60% of maximum peak power rating. (Note: Different drive power 
levels are used for the various transistors, and test numbers only apply for the particular 
part number under test.) 


We select the best parts for matched sets of 2, 4, 8, 16, etc. The number on the outside of 
the envelope is the Power Measurement of each transistor as discussed above. Use of our 
selected parts will help assure top performance and reliability in multi-transistor power 
amplifiers. 


Examples of popular transistors selected for these tests are: MRF422, MRF454, MRF455, 
MRF460, MRF492, SRF3662, SRF3775, SRF3795, 2SC2290, 2SC2879, 2SC2904, etc. 


Only RF PARTS offers PREMIUM SELECTED TRANSISTORS. 
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Pout 


Device 

Voc=28 Volts 
2N3553. 2.5 
2N5641 «7 
MRF340 «8 
2N5642 20 
MRF314 30 
MRF314A 30 
2N5643 40 
MRF315 45 
MRF315A 45 
MRF316 80 
MRF317 100 


Voc=12.5 Volts 


MRF229 1.5 
MRF233 15 
MRF234 = 25 


Pout 


Device 
Voc=12.5 Volts 


2N4427 1 
28C1970 1.3 
MRF607 1.75 
2N5589 3 

2N6255 493 

MRF220 4 

MRF237. 4 

2N6080 4 

MRF260 5 

28C1971 7 

2802237 7.5 
2N5590 10 
MRF261 10 
MRF212 10 
$D1143 10 
2N6081 15 
28C1972 15 
MRF221 15 
MRF262 15 
MRF2628 15 
2801729 16 
28C2094 17 
28C2539 (17 
28C2549 17 
2N5591 «25 
2N6082 25 
MRF222 25 
2N6083 30 
MRF238 30 
$D1274 30 
MRF239 30 
MRF264 30 
MRF1946 30 
MRF1946A 30 
28C1946 32 
2SC1946A 35 
$01273 40 
§$D1275 40 
$D1275-01 40 
2N6084 40 
MRF224 40 
MRF240 40 
MRF240A 40 
28C2540 45 
MRF250 50 
28C2630 50 
28C2694 70 
MRF247. 75 
MRF245 80 
$D1477 100 
S$D1441 150 
Yoc=28 Volts 


SRF3841H 40 


Pin SPE (Min)/Freq. Packagel 


Watts Watts 


0.25 
1 
0.4 
3 
3 
3 
6.9 
ood 
5.7 
8 
12.5 


66-88 MHz BAND 


0.15 
1.5 
2.8 


Pin 


0.1 
“i 
0.12 
0.35 
0.8 
0.25 
0.25 
0.10 


dB/MHz 


10/175 


~ 8.4/175 


13/136 
8.2/175 
10/150 
10/150 
7.6/175 
9/150 
9/150 
10/150 
9/150 


10/90 
10/90 
9.5/90 


10 
10 
11.5 
9 
7.8 
12 
12 
12 
10 
10 
13.8 
o.2 
5:2 
g 
10 
6.3 
7.5 
6.3 
6.3 
12 


Style 


79-04/1 
144B-05/1 
221A-04/2 
145A-09/1 
211-07/1 
145A-09/1 
145A-09/1 
211-07/1 
145A-09/1 
316-01/1 
316-01/1 


79-05/5 
‘145A-09 
145A-09/1 


136-174 MHz HIGH BAND 
GPE (Min) 
Watts WattsdB @ 175 MHz 


Package/ 
Style 


79-04/1 
TO 221A-04/2 
79-04/1 
144-B05 
19-02 
211-07/1 
79-05/5 
145A-09 
221A-04/2 
TO 221-04/2 
131 
145A-09 
10-220 
145A-09 
145A-09 
145A-09 
TO 221A-04/2 
211-07 
221A-04/2 
244-04/1 
131 
731 
131 
131 
145A-09 
145A-09 
211-07 
145A-09 
145A-09 
145A-09 
145A-09 
221A-04/2 
211-07 
145A-09 
131 
T31 
145A-09 
145A-09 
211-07 
145A-09 
211-07 
145A-09 
211-07 
316-01 
211-11 
316-01 
316-01 
316-01 
316-01 
316-01 
316-01 


145A-09 


QUANTITY PRICING AVAILABLE 


COMPARISON OF POPULAR RF SEMICONDUCTORS 


VHF TRANSISTORS 
30-200 MHz BAND 


225 MHz, ULTRA HIGH BAND 


Pout Pin SPE (Min) —Package/ 
Device Watts WattsdB @225 MHz Style 
Voc=12.5 Volts 
MRF207 1 0.15 8.2 79-04/1 
MRF227*° 3 0.13 135 79-0515 
MRF208 10 1 10  145A-09/10 
MRF226 13 1.6 ) 145A-09/1 
Voc=28 Volts 
2802133 34 «4.5 8.2 311-11 
28C2134 60 12 7 311-11 


“Grounded Emitter T0-39 package. 


UHF TRANSISTORS 


400-512 MHz BAND 
Pout Pin GPE (Min)/Freq. Package 


Device Watts Watts dB/MHz Style 
Voc=7.5 Volts 
MRF750 0.5 0.05 10/470  305A-01/1 
MRF752 2.5 0.4 8/470 —«-249-05/1 
MRF754 «8 )~=—S2-—Ssé«~KT.—S«i24 9-5/1 
Voc=12.5 Volts 
MRF627 0.5 0.05 10/470  305A-01/1 
MRF750 0.5 0.05 10 305A-01 
MRF581 0.6 0.03 13/500  317-01/2 
MRF515 0.75 0.05 8/470 79-04 
MRF555 1.5 0.15 10/470  3170-02/2 
MRF629 «42 «0.3 ~—~8/470 79-05/5 
2N5944 2 0.18 9/470 244-04 
MRF630 3 0.33 95/470  —79-05/5 
2N5945 4 O06 8/470 244-04 
MRF652 «5 = 0.5~—«*10/512 ~=—-249-04/1 
MRF652S 5 0.5 10/512 249-05/1 
MRF660 7 2 ~~ 5.4/470 221A-04/2 
2N5946 10 1 6/470 244-04 
MRF653. 10 2 7/512 ~—-244-04/1 
MRF653S 10 2 7/512 249-0511 
SO KK | 8 244-04 
Siia8. 2.4 7.8 311-11 
MRF641 15 25 7.8/470  316-01/1 
MRFG54 15 2.5 7.8/470 244-04/1 
$D1429-03 15 5 75 SUl-Ti 
J03020 «20 «7.5 + «97.6470 = 311-11 
$D1422 25 6 6 311-11 
MRF644 25 «5.9 6.2/470 —316-01/1 
MRF646 40 13.3 4.8/470 —-316-01/1 
$D1428 45 «11 6.5 311-11 
SRF3614 45 13 6/470 311-11 
$01434. 4515 15 311-11 
MRF650 50 11.7. 6.3/470 316-01/1 
28C2905 50 15 4.8/512 316-01 
JO3055 55 314-11 
MRF648 60 22 4.4/470 316-01/1 
MRF658 65 25 4.15/512  316-01/1 
Vec=28 Volts 
MRF340 8 «(0.4 13 2218-04 
MRF338. 80 ‘15 ie 333-04 
UHF TRANSISTORS 

100-400 MHz BAND 

Pout Pin SPE(Min) —Packagel 
Device Watts WattsdB @400 MHz Style 
Voc=28 Volts 
2N3866 3261.1 10 79-04/1 
MRF5174 2 0.125 12 244-04/1 
28C3375 3 1 ~~ 4.8/400 36-03 
MRF5175 5 0.4 11 244-04/1 
MRF325 30 4.3 8.5 316-01/1 
MRF326 40 8 g 316-01/1 
JO2015A 50 = 5 10. -.316A-01/1 
MRF309 50 21 7 316-01/1 
MRF327. 80 149 7.3 316-01/1 
MRF329 100 20 7 333-04/1 
MRF392. 125 19.8 8 744A-01/1 
2n6985'5) 125 19.8 8 382-01/1 


CATALOG 966 


100-500 MHz BAND 
Pout Pin GPE (Min)/Frea. Package 


y\ MOTOROLA'S 
W& RF DATA BOOK 


Device Watts Watts dB/MHz Style : ie 

VotNon yorTs th Revision @ 1050 pages © 2.5 lbs 
MRF313. 1 0.03 15/400 305A-01/1 New RF Transistors, Power 
MRF321 10 0.62 12/400 244-04/1 TMOS, and RF Modules. 
MRF323. 20 2 410/400 244-04/1 

pile 80 12 7.3/470 333-03 $14.95 

MRF393'5) 100 18 7.5/500 744A-01/1 

2n69865) 100 18 75/500 — 382.01/1 wen MOTOROLA 

(6) internal Impedance Matched Push-Pull Transistors RF Aya 


590 pages © 1.5 Ib. 
Application notes on 
Solid State RF Amplifiers. 


806-960 MHz BAND 
Pout Pin SPE (Min)/Freg. Package! 


Device Watts Watts dB/MHz Style 

Vec=12.5 Volts—Class C $10.95 

MRF559 0.5 0.08 8/870 —_317-01/2 

MRF581 0.6 0.08 10/870 —317-01/2 MATCHED FINALS IN 
MRF837 0.75 0.11 8/870 —-317-01/1 

MRF557 1.5 0.23 8/870 —3170-02/2 STOCK FOR HAM 
MRF839 «3 «2046 305-01 EQUPMENT 
NRFBSSF 3 045 81870 319.062 | Hi-Gain, Matched, and Selected 
MRFB41 5 0. 8.5 244-04 ; 

Ee eae 4 pee Mex isistors Avaliable: 
MRF846 40 15 4.31870 319-06/1 RF Power transistors in stock for 
uae 45 16 4.5/870 319-06/1 Atlas, KLM, Collins, Yaesu, Cubic, 
fiero. Venta Lesa Kenwood, Mirage, Motorola, GE, 
MRF1035MB35 35 10  332A.03/1 

MRF1091MA90 og 10 © -332.04)1 Heathkit, Regency, Johnson, 
MRF1090MB90 = 9 10 332A-03/1 Drake, TWC, Wilson, ICOM, etc. 
MRFI150MA150 25 7.8 — 332-04/1 

MRF1150MB150 25 7.8 332A-03/1 Cross-reference on CD, PT, 


SD, SRF, JO, and 2SC P/Ns. 


For Technical Assistance, 
our technical staff is available 
10:00 a.m. to 4:00 p.m. PST 
(1:00 p.m. to 7:00 p.m. EST). 


Transistor Data Sheets are 
available for most 
RF Transistors 
listed in our Catalog. 
Copy Charge $1.00/ea. 


Technical Help Phone: 
(619) 744-0750 


ANTENNA SWITCHING PIN DIODES for 50-500 MHz Applications 


P/N MHz IFmA_ fF, max C, pF Application 

MI301 470 20 1.2W 3.0 Low power input/output, 2 way radio 
MI308 470 50 0.7W 1.6 10w output, 2 way radio 

MI402 470 50 0.7W 3.0 25w output, 2 way radio 

MI407 470 50 0.7W 1.8 25w output, 2 way radio 


Technical Data Package of listed PIN diodes: $1.75/set 
HYBRID ANTENNA SWITCH MODULE 


PIN Freq. Isol. (Tx-Rx) Loss Bias, mA Case Application 
MDOO1H 400-512 40dB 0.5 dB 50 Fig. 1 25w Ant. sw 
MD003H 800-940 35dB 0.5 dB 50 Fig. 1 25w Ant. sw 
MDO04H 1200-1300  30dB 0.8 dB 50 Fig. 1 25w Ant. sw 
MDOO7L =: 135-175 28dB 0.4 dB 20 Fig. 2 5w Ant. sw 


Technical Data Package of listed Antenna Switch modules: $1.75/set 
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TUBE APPLICATIONS 
AND SUGGESTIONS 


For fewer problems, we recommend using 
matched tubes in equipment. Transceivers neu- 
tralize better using matched tubes. Tube life is 
improved significantly due to better power shar- 
ing and fewer parasitics. We test all sweep and 
special purpose tubes. The best tubes are se- 
lected into matched sets. Tubes which do not 
fall within optimum parameters are sold as 
“singles” (which will work as drivers). “Out of 
Spec” or marginal tubes are discarded. 


TV Sweep Tubes have not been manufactured 
for some time. The best tubes were made be- 
fore 1983. RCA, Sylvania, ECG, and certain pro- 
duction runs of GE, Raytheon, etc., seem to be 
much better made than tubes built after 1983. 
6JE6, 6JB6, 6JU6, 6KD6, 6LF6, 6LQ6, and simi- 
lar tubes available for sale in the last few years 
do not seem to hold up as well as original tubes 
that came in the equipment. From about 1950- 
1980, low power amateur radio equipment of- 
ten used sweep tubes in “SSB” amplifiers. Am- 
plifying “AM” signals can overheat tubes due to 
their low power dissipation. Therefore, when us- 
ing sweep tubes, care should be taken to limit 
carrier level to about 50 watts output per tube 
(6LQ6, 6LF6, 6JE6, 6HF5, 6JSEC, etc.). SSB 
P.E.P. can operate at about 70 watts P.E.P. per 
tube. Exceeding these power levels will rapidly 
reduce tube life. 


Palomar Skipper 300, 300A, 321: use tall GE 
tubes with required modification to cabinet. 
(Short 6LF6 & 6KD6 are not available.) Palomar 
350Z: GE 6LF6. Dentron GLA: 6LQ6 at 70% 
power. M2057: supply very limited—8950 may 
be substituted if drive & output are reduced to 
60%. The 8950 may be replaced with 6LF6 when 
filaments are rewired for 6V tubes (the 8950 is 
a 12V rugged version of the 6LF6). 


Heathkit/ Johnson/Collins/Etc: use only matched 
6146B or 6146W of U.S. manufacture. (The 
6146W is a ruggedized premium grade of 6146A 
designed to military quality specifications.) 
Kenwood Transceivers should use matched GE 
6146B tubes. All Chinese 6146B tubes should 
be limited to about 70% of rating for improved 
tube life. US. manufactured 6JS6C in Yaesu re- 
quires simple neutral modification. 


Swan transceivers require special tube selec- 
tion for ease of neutralization. 


HEAVY DUTY TUBES 
WITH GRAPHITE PLATES 


833C 
3-500ZG 
4-400G/CG 


INCREASE POWER OUTPUT WITH 
THESE NEW HIGHER POWER TUBES. 


Typical Ratings 


POWER HANDLING CAPABILITY 
Our tests have shown that Graphite plate 3-500Z tubes 
safely handle about 20% higher power levels over metal 
plate tubes. Graphite tubes will not “burn thru” or melt at 
temperatures which destroy regular metal plate tubes. 


TUBE BURN IN 

Transmitting tubes generally require a “burn in” time to 
increase emission to its nominal value. In broadcast sta- 
tions, 100-200 hours at rated filament voltage is allowed 
for burn in. This initial operation allows the getters, mate- 
rials which absorb and hold residual gas, to finish the 
vacuum of the tube in its final operating environment. In 
an Amateur Radio amplifier, tubes will often require 50- 
200 hours of “key down” transmit time to remove the re- 
sidual gas and condition the filament for full emission. It is 
well advised to allow tubes to operate in standby mode 
(filaments on, no transmit) for 10 hours before tuneup. 


The 811A, 572B, 3-500Z, 4-400, etc. utilize a thoriated 
tungsten filament, which is highly dependent upon suffi- 
cient filament temperature to provide adequate electron 
emission for normal operation. Emission increases as the 
thorium migrates towards the surface of the filament wire. 
This is why it is recommended to “burn in” these tubes 
before operation. 


QUALITY OF CHINESE TUBES 
When Chinese tubes were first imported to the U.S., we 
found quality inconsistant and varied from factory to fac- 
tory. Early 811A, 572B, and 3-500Z tubes also suffered 
from filament weakness. RF PARTS has worked closely 
with what we have found to be the best military electronics 
tube factory to improve product quality. 


Today, our 3-500ZG tubes offer excellent reliability. From 
4993—1995, RF Parts branded 3-500ZG tubes returned 
under warranty were less than 1% of total sold. This fig- 


Limited Warranty on 


Transmitting Tubes 


Eimac, Penta, Jolida, Svetlana, Amperex, RFP 
(RF Parts Co.) and similar power grid transmit- 
ting tubes carry the manufacturer's limited war- 
ranty against defective material and workmanship 
for 12 months or 3000 hours of operation. 


RF Parts Co. offers an extended limited warranty 
on its RFP premium grade 572B, 811A, and 3- 
500ZG tubes: 2 year/3000 hours against 
manufacturing defects when used in amateur ser- 
vice (first year full exchange/second year prorated). 


Svetlana metal-ceramic tubes warranty varies 
from 1 year to 3 years depending on tube type. 
Contact us regarding limited warranty. 


(#) denotes new tubes with older date codes, 
guaranteed in new condition and carry a 30 day 
limited warranty against manufacturing defects. 


var AF PARTS 


Ze COMPANY 


DIRECT REPLACEMENTS FOR THE 833-A, 3-500Z, 4-400A, 4-400C = u 


Maximum Ratings 
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ure ranks up with the best of U.S. and European tubes, 
and allows RF PARTS to offer a TWO YEAR Transmit- 
ting Tube Limited Warranty on our RFP brand 3-500ZG 
against defects in material and workmanship. It is the 
BEST in the industry! 


TUBE LIFE 

Use of excessive filament voltage to control tube output, 
i.e. to increase emission for more output, will destroy a 
tube's filament. In the most of applications, end of life is 
where tube emission is no longer adequate to sustain full 
output power or allowable distortion levels due to decar- 
burization of the filament. (Carburization is the process _ 
where in manufacturing, carbon is, under specific condi- 
tions of temperature and pressure, burned into the raw 
thoriated tungsten filament.) As the tube operates, car- 
bon is slowly burned out of the filament. 


Another factor affecting tube life is the residual vacuum 
level which affects the rate of decarburization, primarially 
oxygen and nitrogen reacting with the filament. This is 
where quality of manufacturing becomes important in 
aging tubes. 


RECEIVING AND SPECIAL PURPOSE TUBES 
The familiar tube manufacturers Sylvania, General Electric, 
Raytheon, RCA, ECG, etc., have all ceased production 
over the last ten years. The tubes being offered now are 
either existing shelf stock or foreign imports. We have 
found it necessary to fully test most audio and sweep 
tubes to weed out the weak and defective ones. For that 
reason, we may charge a bit more for our efforts. 


As with semiconductors, manufacturers of sweep tubes 
do not warrant their tubes after installation, as there is no 
way of knowing if there are problems in the equipment, 
method of operation, etc. If your equipment uses sweep 
tubes, it is best to reduce power to lengthen tube life. 


Limited Warranty on Receiving 


& Special Purpose Tubes 


Receiving and Special Purpose Tubes carry a 90- 
day limited warranty on material and workmanship. 
However, TV SWEEP TYPE receiving tubes are 
not designed, rated, guaranteed or 
warranted by the manufacturer or RF Parts Co., 
for use in linear amplifiers. Please be sure the 
tubes you received are correct for your equipment. 
We do not warrantee or guarantee suitability or 
reliability of any sweep tube used as an RF 
amplifier. 6146B, 6146W, 6JB6, 6JS6C carry 90 
day limited warranty when used in transceivers. 
RF Parts Co. inspects all tubes before shipment 
to assure quality. Tubes returned for possible 
warranty are subject to our failure analysis to 
determine if claim can be covered by the factory's 
limited warranty. Tubes which, in our opinion, 
show evidence of excessive dissipation, wear, or 
other damage indicating improper operation or 
use, will likely not be accepted for warranty or 
exchange. 


PRIOR TO RETURN; vou 
must first obtain a return tracking number 
by contacting us at (619) 744-0750 
between the hours of 10:00 a.m.-4:00 p.m. 
Pacific Time. Items returned for inspection 
must include original purchase receipt and 
detailed failure report. Pack the box well and 
mark the outside with the tracking number. 
Insure contents. Upon our receipt, it 
usually takes two to three weeks to test & 


TUBE PLATE PLATE Ic P,, PLATE Ic P,, process the return. Unused items returned 
NUMBER MEGR. DISS. VOLTS MA. WATTS VOLTS MA. WATTS for refund are subject to restocking fee. 
3-500Z EIMAC,RFP 500 3500 350 1225 4000 400 1600 

3-500ZG/8802* RFP 600 3500 420 1470 4000 480 1920 For technical assistance or warranty infor- 
3-500Z/8802*  AMPEREX .600 3500 420 1470 4000 480 1920 i i 
pes ne al Becerte —Nrinn ed i Rie ibs mation, please call our Customer Service 
4-400C* RFP 500 4000 420 1680 4000 480 1920 Department at (619) 744-0750,10:00 a.m.- 


4:00 p.m. PST/1:00 p.m.-7:00 p.m. EST. 


*Denotes carbon graphite plate construction having approximately 20% greater plate dissipation. Typical 
operation ratings are recommended for long tube life. 
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Date FAX AND MAIL-INORDER FORM 


Type or print clearly. Please copy this page for blank forms. 
Catalog Number 
found in lower right corner on front page 


Sold to: Ship to: 
if different than “Sold to” 
Attn: Attn: 
Address: Address/P.O. Box: 
CON sa Sa BA a eel al I a : ip City: 
Country: Country: 


Daytime Phone: Daytime Phone: 


Daytmenpaxs: ==) Purchase Order: 


Quantity Description 


Page Unit Cost Total Price 


’ Sub-Total 

Payment — Check/ Open | Tax (Calif, only) | 
Method: “COD 0 USA mak! ON O Money order 7 Account {12x (Calif. only) 
; (U.S.) C.O.D. 


Discover / Visa Shippin 
(U.S.) Handling 
We DO NOT accept American Express or Diners Club cards. 
TOTAL 


SHIP BY: 
Cardholder Name: ee UPSTUS AlOnly. Foreign No C.O.D. Postal/Foreign No C.O.D. 
Q) Ground Q) UPS Air C) Small Packet Airmail 
SEUNG EDN aia ee ceil en RS Alaa A a Ra L) Orange / 3 Day () Federal Express (1) Air Parcel Post 
CJ Blue / 2 Day CJ) Express Mail* (EMS) 


L) Red / Next Day * not available in all areas 
C) Federal Express C) Parcel Post (surface) 


Signature: 


Bank customer service tel. number 


(usually found on back of card): 


1-800-RF-PARTS 
ORDERS ONLY {-800-737-2787 NO TECHNICAL 


RE aN RTS MAIN ORDER LINE 619-744-0700 DELIVERY INFO. 


CUSTOMER SERV. 619-744-0750 = TECHNICAL & 
435 SOUTH PACIFIC STREET OR WARRANTY — (10 a.m.-4 p.m. only) APPLICATIONS 
SAN MARCOS, CA 92069 | FAX 619-744-1943 FAX 
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FOREIGN ORDER HANDLING 
PROCEDURES 


Pricing: Component pricing is based on price in effect at time of sale. 
Price and availability subject to change without notice. Quantity orders 
may qualify for discount. FOB San Marcos. 


Minimum Export Order: US$50.00, Shipping charges are additional. 


Canada/Mexico: $8.50 minimum shipping/handling charge up to 8 oz. 
for Small Packet Airmail. UPS available at extra charge. 


United Parcel and Federal Express Shipments: Orders received by 
2:00 p.m. Pacific Time are usually shipped by UPS the same day. 
Orders using Federal Express, DHL, etc, must be received by 12:00 p.m. 
Pacific Time for next day shipment. 


Small Packet, EMS & Air Parcel Post: Orders received by end of busi- 
ness day Monday will normally be shipped on Thursday of same week. 
Orders can be shipped by “EMS” (Express Mail International Serivce, if 
offered in your country, insured up to $500.00 maximum. EMS is avail- 
able in Small Packet or Parcel Post.) “Small Packet Airmail” or Air Parcel 
Post through the Postal Union is the least expensive. Minimum Shipping 
and Handling Charge for Small Packet Airmail up to 8 ounces is US$13.50 
(Canada/Mexico US$8.50).Maximum of 4 pound to most countries; 1 to 
2 pounds to some countries. Small Packets may be 
“Registered” for additional fee of US$4.85. No insurance available. 


Packages exceeding 8 ounces will require additional postage. Boxes over 
8”x8"x8" size are usually sent Air Parcel Post, cost dependant upon weight. 
Larger packages may be sent Air Parcel Post, registration not available. 
Insurance depends on country. 
Heavy items such as books or transformers, etc. should go “surface” due 
to shipping cost. Allow 4-16 weeks delivery for “surface” shipping. 

No electron tubes will be shipped by surface. 
Please advise how you wish parcels shipped, if you wish insurance 
or registration, and special instructions for declaration or customs. 
Customs Duty, Tax, and V.A.T. charges are paid by Consignee. (There 
are no U.S. Taxes on Exports.) 
If you do not specify exactly how your order should be shipped, RF Parts 
Co. will use its best judgement in selecting shipping method. 
Payment: In U.S. Dollars. We accept Visa, Mastercard, Discover and U.S. or 
Canadian Postal Money Order. Otherwise, payment by Cash in Advance (C.1.A.) 
or Bank Draft drawn on a U.S. bank, or by Wire Transfer. 
Fax and Mail-In Orders: Please fill in Order Form completely. Country 


and City codes a must. SS a) 
a xy 
oe 


Charge Cards: We accept 
VISA, MASTERCARD & DISCOVER Only 


[ies i) 
aa) 


Bank information for international trade, wire transfer: 


Wire Transfers: Please add an additional $20.00 to orders 
under $700 to cover our bank's service charge. 


BANK OF CALIFORNIA San Marcos, California 92069 
Telephone: (619) 744-5511 Bank Officer: Ms. SCHAFFER 
Bank Wire Transfer Routing Number: 121000015 
RF Parts Co. Account Number: 225-203406 


RF PARTS 


435 SOUTH PACIFIC STREET 
SAN MARCOS, CA 92069 


Price 50¢ 


CATALOG 96-6 


U. S. ORDER INFORMATION 


Minimum Phone/Fax Order: $25.00 
Shipping Not Included 


Orders under $25 must be pre-paid by check or money order. 
Shipping costs are additional. 


SHIPPING METHOD & CHARGES* (in the 48 contig. states): 
BEST WAY: UPS. UNITED PARCEL SERVICE ORDERS 


RECEIVED BEFORE 3 p.m. PST (6 p.m. EST) SHIP SAME DAY. 
Federal Express / Airborne / DHL available (12:00 p.m. PST deadline). 
Note: UPS, Fed Ex, Airborne, and DHL do not deliver to P.O. Boxes. 


2-DAY AIRDELIVERY SPECIAL: | 
RF Parts will ship up to 5 pounds by UPS 


anywhere in the 48 States for $4.95. * 
Please add $2.00 handling charge per order. 


NEXT DAY DELIVERY: UPS RED, $17.50 min. Ask for shipping 
charges above 1 Ib. For Saturday delivery add $10.00 (not usually avail- 
able with C.O.D. orders). 


*The above rates apply to single box shipments. In some cases, packages over 1 cu. 
ft. in volume sent by UPS Red or Blue may use dimensional weight (48 contiguous 
states). UPS guarantees about 95% 2 working day delivery on “Blue” label. 


HAWAII, PUERTO RICO, ALASKA: Standard UPS rates apply. No C.O.D. 
CALIFORNIA: Residents add appropriate sales tax. 
PAYMENT METHOD: 

PREPAID: check or money order. Personal checks must have preprinted 
address and are limited to $40.00 (for immediate shipment). Checks 
over $40.00 may be held for bank clearance before shipping goods. Any 
overpayment will be held as a credit for use on your next order. 
VISA, MASTERCARD and DISCOVER accepted. Minimum 
$25.00 parts order applies (before Shipping charges). 
C.0.D.: Add $4.75 UPS charge. Cash, Cashiers Check, Postal Money 
Order, or Pre-approved Company Check only. No C.O.D. to Alaska / 
Hawaii / Puerto Rico / Canada. Minimum C.O.D. order $25 before 
shipping and handling charges. 
HANDLING CHARGE: Please add $2.00 handling charge per order. 
OPEN ACCOUNT: Net 30 to accounts approved in advance. 

Monday - Friday 7 a.m.- 5 p.m. PST! 10 a.m. - 8 p.m. EST 


EXPORT © 0.E.M. ¢ SERVICE «© R&D © AMATEUR © MARINE 


1-800-RF-PARTS 


ORDERS ONLY 1-800-737-2787 


NO TECHNICAL 


MAIN ORDER LINE 619-744-0700 DELIVERY INFO. 


CUSTOMER SERV. TECHNICAL & 
OR WARRANTY APPLICATIONS 


FAX 619-744-1943 FAX 


619-744-0750 
(10 a.m. - 4 p.m. only) 
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CA 92069 


